





































































Ampcx makes 
computer tape 


come clean 
and comfortable. 

Ever since we started making magnetic tape, we have worked hard to 
make it as clean as possible. First we developed an inherently clean 
coating for it. Then we began giving it a super cleaning before and after 
certification. Now two packaging innovations will make certain you get 
it clean and comfortable and keep it that way. 

1) A new canister: 

Our exclusive new design eliminates all the problems you may have had 
with canisters before. It has an all-plastic positive locking mechanism 
that cannot introduce contamination. 

2) A new shipper: 

Probably the best idea the industry saw last year, we modestly admit, 
was our new TAPE-SAFE Environmental Shipper. Made of expanded-bead 
polystyrene, this shipping container individually supports and separates 
up to ten tape canisters. Guards them against shock, vibration, tempera¬ 
ture and humidity variations. Won’t contaminate your computer area. 
And these unique reusable boxes are standard with your minimum order 
of Ampex tape for IBM and IBM-compatible computers. 

What it comes down to is this: We're not simply selling you tape. We are 
providing you with unparalleled data reliability even after hundreds of 
thousands of equipment passes. 

If you would like a free copy of our new technical book¬ 
let, “The Care and Storage of Computer Tape," just write 
us at 401 Broadway, Redwood City, California 94063. 


AMPEX 
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Our optical 
reader can do 
anything your 
keypunch 
operators do. 


(Well, almost.) 

It can’t come back late from a noon-hour 
shopping spree loaded down with goodies. Or 
take time to show the girls its bargains. Or try 
them on. But it can read. And gobble data at 
the rate of 2400 typewritten characters a sec¬ 
ond. It can read hand printing, too. And com¬ 
pute while it reads. And reduce errors from a 
keypunch operator’s one in a thousand to an 
efficient one in a hundred thousand. 

Our machine reads upper and lower case 
characters in intermixed, standard type fonts. 
It can handle intermixed sizes and weights of 
paper, including carbon-backed sheets. 

An ordinary computer program tells our 
reader what to do ... to add, subtract, edit, 
check or verify as it reads. Lets you forget for¬ 
mat restrictions, leading and trailing zeros, 
skipped fields, and fixed record lengths. And 
our reader won’t obsolete any of your present 
hardware because it speaks the same output 
language as your computer. 

Our Electronic Retina Computing Reader 
can replace all—or almost all—of your key¬ 
punch operators. At least that’s what it is doing 
for American Airlines. 

If you have a volume input application, it 
can do the same for you. Tell us your problem 
and we’ll tell you how. 


RECOGNITION EQUIPMENT Incorporated 

U.S. Headquarters: Dallas, Texas 214-637-2210 Offices in principal U.S. cities, subsidiaries in Frankfurt, London, Milan, Paris and Stockholm 
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Do you know 
when you see it? 
We’ll show you 


Come see us at the 

1967 Spring Joint Computer Conference, 
Atlantic City, April 18-20 



one 

DP-203 Digital CRT Plotter 
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a nTRis/iRTitDisr 


a good thing 

Come on by! 
one or two!! 


or two 

SS-100 /Analog/Hybrid Computer. 



Most analog / digital equip¬ 
ment looks about the same. 
Boxes that are rectangular. 
Square, large and small. 
Pretty, bright color schemes. 
Less apparent is what is on the 
inside. What makes the pro¬ 
ducts perform. 

Take the Geo Space SS-100 
Analog/Hybrid Computer. We'll 
shovy you how it works. What 
it does. 1000 solutions per second with 
a one megacycle amplifier. Patented solid 
state mode control system minimizing integra¬ 
tor switching time. Individual or quadrant 
control for multiple time base operation. Can 
be field expanded by the addition of plug-in 
modules. Separate analog and logic patch 
panel for complete isolation of signals. Com¬ 
plete shielding of components to achieve cross¬ 
talk 90 db down. The highest performance 
100 volt machine available. 

Or the Geo Space DP-203 Digital CRT Plot¬ 
ter. We've bottled a 400 KC electron beam. 
This electron beam plots and positions up to 
96 x 10 7 data points over a 40" x 60" surface, 
plotter that doesn't need separate core buffers 
or controllers. ALPACA® III linkage software 
that now gives you 37% faster image genera¬ 
tion times. 32 levels of intensity shading. Back¬ 
ground area shading, if you need it. And it's 
available immediately for System/360 and 
Control Data 3000/6000 users. 

So if you don't know a good thing when 
you see it, come on by! Our products might 
look the same, but they are different. Let us 
show you. What more can you ask? Write or 
call Geo Space Computer Division, 3009 South 
Post Oak Road, Houston, Texas 77027. Tele¬ 
phone 713/NA 2-4570. 


□3CEC3D bSLr-’AXEGi 

COMPUTER DIVISION 
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take a "byte” 


it’s just 
as easy 
as that! 



now your computer 
can really talk 
on the telephone! 


The DPI-1 data phone interface is a flexible, 
computer-oriented communication linkage, 
compatible with all popular modems. 

You may specify character size, 
signal sense and level in detail. 

Compact (10"xl4"x2") as base, or rack-mounted. 

Reliability? We produce linkages for the 
pace-setters in the EDP field, including 
Bell Telephone Laboratories. Let us show you 
howto increase efficiency, economically. 

For literature: Infotec, Inc., Dept. D, 

80 Urban Avenue, Westbury, N.Y. 516/334-1624. 
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See us at Booth 1001. SJCC 
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to data communications 
users who are about to feel 
the pinch of increased 
monthly transmission rates: 


ZJ 
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ets you transmit 


more 


w 


traffic tor 


ess dollars than 
you are now paying, 


Here is an immediate solution to the problem of rate 
increases in communication channel costs. A Telemux 
data communications system uses only a single voice- 
grade telephone line to transmit information from as 
many as 60telegraph circuits at high speed. And Telemux 
does it for considerably less money than you are presently 
paying for packaged line rates. 

Time Division Multiplexing By use of time division mul¬ 
tiplexing techniques, Telemux systems are able to divide 
a single voice-grade channel into a sequence of time 
slots, one for each TTY circuit being operated. Bulk 
traffic can be handled rapidly and at low cost. 

Modular 1C Design Telemux systems use modular 
plug-in assemblies for the three basic system elements— 
transmitter, receiver, synchronizer—all designed with the 
reliability of integrated circuits. You can tailor-make a 
system to fit your particular requirements. 

Fail-Safe Reliability Continuous, reliable operation is 
assured with every Telemux system by 100% duplication 
of circuits that could cause total interruption or failure 
of data transmission. 

Intermix Speeds & Codes Telemux systems are capable 
of handling and intermixing standard telegraph speeds 
of from 60 to 200 WPM and character lengths of 5, 6, 7, 
or 8 units. 

Geographic Distribution Or Point-to-Point The flexibil¬ 
ity of Telemux systems makes it-easy and economical to 
provide service for either multiple station networks using 
only a few channels per station or for installations trans¬ 
mitting bulk data from point-to-point over a large number 
of channels. 



oaooova 

See us at the SJCC—booths 304-305 


□ ACOM DIVISION • COMPUTER TEST CORPORATION 

THREE COMPUTER DRIVE, CHERRY HILL, N. J. 08034 . C 609 D 424-2400 
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Are we handing you a line? 



Yes. The biggest in the world... 



Reads everything but tea leaves. 


For— Digital—Analog—Instrumentation & Testing 
—Industrial Control— Batching, Conveyor, Stack¬ 
ing, Molding, etc.— Aerospace—Military—Civil 
Service Applications. 

Our line includes models for all size cards and can 
meet any price objective—0. E. M. or commercial. 
We match card readers to existing circuits and 
systems for every application and environment 
from office to plant to field. If none of our many 
models can do your job, we’ll modify one so it 


will. And still produce it in volume. And deliver 
it and service it anywhere in the world. 

AMP Incorporated, worldwide leader in electrical 
interconnection and packaging, now offers the 
world's widest line of card readers for E. D. P. 
With many different models, from simple badge 
readers to sophisticated reader/imprinters, AMP 
stands ready to supply you with card reader 
products in volume—backed up by traditionally 
superior construction and engineering. 


Put your ideas into action with the help of AMP Engineering .. .Worldwide 

INCO RPORATED 

Harrisburg, Pennsylvania 
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22 DATA COMMUNICATIONS: THE BOILING POT, by Walter 

E. Simonson. A survey of the technical-economic-political problems now 
appearing in this fast growing and confusing branch of data processing. 


26 MNEMONICS, by Michael Jackson. A technique for using the com¬ 
puter to recognize abbreviated names and allowing people to act as people do. 


29 MACHINE TRANSLATION-FACT OR FANCY? by Paul L Gar¬ 
vin. A description of the Fulcrum approach to machine translation of Russian 
into English, as opposed to the “brute-force” and “perfectionist” techniques. 


32 


THE WEEK THE COMPUTERS STOPPED, by Harold Weiss. A 

fictional account showing the vulnerability of typical computer installations. 


35 THE RELAY COMPUTERS AT BELL LABS, by George R. 

Stibitz, as told to Mrs. Evelyn Loveday. First of a two-part article tells 
of a play project that evolved into the Complex Calculator, first of the famed 
relay computers. 


45 CONVERSATIONAL COMPUTING ON A SMALL MACHINE, by 

David J. Waks. Proprietary software developed for the mini-scale PDP- 
8/S computer is adapted from JOSS for the scientific/engineering user. 


51 THE 1967 SPRING JOINT COMPUTER CONFERENCE. A preview 

of the papers, panels and parties that await the industry in the land of the 
boardwalk. 
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Our customers 
defined the 

“perfect” tape transport 
as one with: 

1. No mechanical adjustments 

2. Automatic tape loading 

3. Oxide contact with only the head 


Yes, the Potter SC-1080 tape trans¬ 
port has all three features. 

1. There are no mechanical field ad¬ 
justments or settings of any kind. 

2. Tape loading is the easiest and 
fastest you’ve ever seen. All you do 
is to mount the supply reel on the 
QUICK-LOCK™ hub assembly and 


thread it directly to the take-up reel. 
The rest is done automatically at the 
touch of the LOAD button. Thread¬ 
ing around rollers, multiple capstans 
and guides is completely eliminated. 

3. The tape path is designed so that 
only the head touches the oxide sur¬ 
face. During rewind the head is re¬ 
tracted and nothing touches oxide. 


The SC-1080 operates up to 150 ips 
in all industry compatible formats 
including 1600 bpi, phase modulated 
recording. Rewind speed is 290 ips 
average, less than 100 seconds for a 
2400 foot reel. 

Solid-state drive electronics with dy¬ 
namic braking and plug-in transistor¬ 
ized or integrated circuits are virtually 
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...So we 
designed 
and built 
the SC-1080 




maintenance-free. For all the facts, 
write, wire or phone us today. 

International Sales Offices: 

McGraw-Hill, Shoppenhangers Road, Maiden¬ 
head, Berkshire, England • Maidenhead 20361 . 
Cable: PICO Maidenhead 

Facit AB, Stockholm 7, Sweden— 

Stockholm (08) 23 75 80 • Cable: FACK 

Facit GmbH, Bonner Strasse 117, Duesseldorf, 
Germany-791101 • Telex: 858-2415 

April 1967 
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® INSTRUMENT CO., INC. 


151 Sunny side Blvd. . Plainview, N.Y. 11803 . (516) 681-3200 . TWX(510) 221-1852 . Cable: PICO 
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are you 
converting 
to or 

evaluating 
3rd generation 
computer 
systems? 


The Diebold Group, Inc. 


Announces open registration for 

Management Science 
Training Institute’s course 
number 501 

Advanced Systems Analysis 

An intensive, professional course on 
3rd generation computer systems 
to be held, in residence, in New York 
-May 1-19,1967. 


This lecture/workshop/case study 
course will be conducted by senior con¬ 
sultants of The Diebold Group, Inc. and 
is designed for Senior Systems Analysts 
and Managers of Systems and Data Proc¬ 
essing activities. It provides detailed 
guidance in systems evaluation and con¬ 
version and covers all computer systems. 



A three-volume set of manuals designed specifi¬ 
cally for this course and for reference in actual 
conversion will be provided for each participant. 


Send coupon below or telephone 

(212) PLaza 5-0400 for complete information. 


The Diebold Group, Inc. 1 

430 Park Avenue j 

New York, N.Y. 10022 i 

□ Complete Advanced Systems Analysis Course { 

outline and information j 

□ Information on future scheduling of this course i 

□ Please add my name to the Management Scie- j 
ence Training Institute's regular mailing list. { 

Name-j 

Position-[ 

Firm-J 

Address-Zip Code-J 



SPONSOR/ 


DATE 

TITLE 

LOCATION 

CONTACT 

April 17 

JUG Workshop 

SJCC Headquarters 
Atlantic City, N.J. 

Joint User 

Group of the 

ACM 

April 17-28 

Course: Advances in 
Digital Systems 

Design. $300. 

Univ. of California 

Los Angeles, Calif. 


April 18-20 

Spring Joint Computer 
Conference 

Chalfonte-Haddon Hall 
Atlantic City, NJ. 

AFIPS 

April 24-26 

Conference: Machine 
Records 

Sheraton Western Skies 
Albuquerque , N.M. 

U. of New Mexico 

April 27-28 

Conference: Tools of 
Management 

Hotel Muehlebach 
Kansas City, Mo. 

Systems & Proce¬ 
dures Assn. 

April 27-28 

Conference on 
Management 

Radisson Hotel 
Minneapolis, Minn. 

DPMA 

April 28 

Seminar: Computer in 
Local Government 
Accounting & 
Management 

McGregor Center 
Wayne State Univ. 
Detroit, Mich. 

Governmental 
Accountants & 
Analysts Assn. 

May 3-4 

Colloquium on 
Information Retrieval 

Philadelphia, Pa. 

ACM SIGIR, IEEE 
Computer Group, 
ADI, Moore 

School of Elec. 
Engr., U.S. 

Army Frankford 
Arsnl. 

May 7-10 

Conference on 

Data Processing 

Americana Hotel 

New York, N.Y. 

American 

Bankers' Assn. 

May 8-10 

Symposium: Information 
Retrieval in the Office 

Washington Hilton 
Washington, D.C. 

National Archives 
& Records Service 

May 15-17 

Conference: Power 
Industry Computer 
Applications 

Pittsburgh Hilton 
Pittsburgh, Pa. 

Lloyd W. Coombe 
Detroit Edison 
2000 2nd Ave. 
Detroit 48226 

May 18 

Technical symposium 

Century Plaza Hotel 

Los Angeles, Calif. 

L.A. Chapter 

ACM 

May 23-26 

Users meeting 

Americana Hotel 

New York, N.Y. 

GUIDE int|. 

(IBM users) 

May 31- 
June 2 

Meeting: Operations 
Research Society 

New York Hilton 

New York, N.Y. 

ORSA 

June 1-2 

Colloquium: Computers 
in the Earth Sciences 

Univ. of Kansas 
Lawrence, Kansas 

Kansas Geo¬ 
logical Survey 


_ . 

Pi i rr\ i id 1 Inix/ 


June 5-16 

Course: Cornmunicotion 
Theory. $275. 

ruraue univ. 

Lafayette, Indiana 
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Only Honeywell Offers 

T©mm©inr©w 9 § Breed ©f l/C C©mmpiuiter 
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... And They’re Being Delivered 





CDS 


l/C construction . . . 16-bit word . . . 960 nano¬ 
second speeds . . . strong software support — 
unprecedented computer capability in a low cost 
compact. And these are only some of the features 
that put Honeywell, Computer Control Division's 
two new fi-COMP machines in tomorrow’s computer 
class today. 

THE DDP-516, at $25,000, is the most advanced 
l/C 16-bit computer now available. Both hardware 
and software are already operational. Hardware 
includes high-speed multiply and divide (optional), 
a 4096-word memory (expandable to 32K), 960 
nsec cycle time. The command repertoire includes 
72 instructions with such capabilities as byte 
manipulation, skip-branch conditioning, and exten¬ 
sive memory reference and control. 

250 field proven programs are available with every 
DDP-516 . . . including ASA FORTRAN IV compiler, 
selectable one- or two- pass assembler with a 
unique DESECTORIZING loader that lets you ignore 
memory restrictions. DDP-516 delivery: about 120- 
days depending on configuration. 


THE DDP-416, at $16,900, was engineered for a 
price/performance ratio that can’t be beat by any 
other on-line real-time computer. Hardware features 
include a 4096-word memory (expandable to 16K), 
960 nsec cycle time, 1.92 n secs add, with indirect 
addressing. 

A 30-command repertoire, priority interrupt and 
power failure protection are standard. Both the 
DDP-516 and the DDP-416 may be mounted in 
standard 19" racks. Best of all, if you decide to 
get the.more powerful DDP-516 in the future, you 
can continue to use your DDP-416 programs 
because of direct compatibility. DDP-416 delivery: 
third quarter, 1967. Write today for information on 
both ix-COMP computers. You can’t go wrong with 
either one. Honeywell, Computer Control Division, 
Old Connecticut Path, Framingham, Massachusetts. 
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II1TECRBTED SVSTEmS SUPPORT 

makes the BR-90 DISPLAY ANALYSIS CONSOLE the best friend your data base can have 



We're systems people. That's why, when you add a BR-90 Display Analysis Console to your data handling system, 
we can back it up with a unified support program that begins anywhere along the line: 


■ thorough examination 
■ operations analysis to translate user require¬ 
ments into system function and design objec¬ 
tives 


of systems objectives 

* simulation and test of operating problems 
and procedures in our On-Line Center—before 
your system is installed 


* integrated hardware and software imple- * installation and integration of the console 
mentation into your system 


■ programming that will get the most out of ■ integrated field support to keep your system 
your computer-BR-90 system operating at top efficiency. 


If you need to get data out where you can see it—manipulate it—store it—then a BR-90 Display Analysis Console 
belongs in your data handling system. The BR-90 is system-compatible. Not just for today. But right through the 
years, modifiable as your system requirement changes. 

If you want more information: 

Call H. A. Kirsch (213) 346-6000. Or contact your local Bunker-Ramo field representative. 

B THE BUIMKER-RAMO CORPORATION 

DEFENSE SYSTEMS DIVISION 

8433 FALLBROOK AVENUE • CANOGA PARK, CALIFORNIA 91304 • (213) 346-6000 
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letters 


i.c.t. and nicely too 

Sir: 

You recently mentioned (Jan., p. 103) 
that ICT has taken one order from a 
British subsidiary of an American firm 
where the parent company is an IBM 
user. There are in fact 18 of these 
subsidiary companies who have or¬ 
dered 1900 series computers, includ¬ 
ing, for example: Woolworths, Helena 
Rubenstein, United Glass, and H. J. 
Green (Pillsbury Flour). 

G. R. Bunting 
ICT Ltd. 

London, England 

beware 

Sir: 

We found the contents of the January 
issue to be very informative and in¬ 
teresting, especially those articles 
which speculate about the fourth 
generation computer system. Particu¬ 
larly interesting was Ascher Opler’s 
article, “Fourth Generation Software,” 
in which he proposes the introduc¬ 
tion of a new word into the vocabu¬ 
lary of the computer world (“firm¬ 
ware”) to designate the micro¬ 
programs resident in the control mem¬ 
ory of a computer. We agree on the 
importance of microprogramming and 
share the opinion that the utilization 
of microprograms will increase tre¬ 
mendously. However, we are not yet 
convinced that “firmware” is a good 
word to introduce into our vocabu¬ 
lary. “Hardware” and “software” have 
long been accepted as words to des¬ 
ignate, respectively, the inner body or 
machine and the outermost garments, 

(what the user really sees). There¬ 
fore, a more natural choice for a word 
to designate the microprograms, 
which really lie just below the soft¬ 
ware (and not really visible to the 
user), and just above the hardware* 
would be (God help us!)—“under¬ 
ware.” 

If underware were introduced into 
the vocabulary of data processing, 
there would probably be a tendency 
for some secretaries to consistently 
misspell the word (many secretaries 
very diligently—and rightfully so—dis¬ 
creetly correct all spelling errors). 
Imagine the impact of such sentences 
as “You can improve your system by 
changing the underwear,” or “We be¬ 
gan to clean up the system by elim¬ 


inating the remaining bugs in the un¬ 
derwear!” 

Finally, as Mr. Opler is a member 
of a notable programming firm, one 
could apply, as proper nomenclature, 
that the output of his organization is 
indeed “firmware.” 

It need not be pointed out that 
some companies are strictly “no-ware,” 
of course. 

E. J. Galli 
D. B. Mayler 

Yorktown Heights, New York 


cai: what's ahead? 

Sir: 

Robert M. Gordon, “Computer-As- 
sisted Instruction: The Numbers 
Game,” (Feb., p. 124) is right. It will 
take a lot of consoles for large-scale 
CAI. Is it conceivable that every stu¬ 
dent can have a CRT console? 

Loony proposals have long been 
with us. In the 1920’s, it was proposed 
that visual display consoles could be 
created for the dissemination of news 
and entertainment in real-time. 

The hardware R&D to support that 
vision took 20 years. But lead times 
have gotten shorter. If we go full 
speed ahead in developing CAI tech¬ 
niques, and new console media and 


creativity support systems, we will 
barely be ready when the terminals 
have become cheap as dirt. That is, 
as cheap as TV sets are now. 

Theodor H. Nelson 
New York, New York 

square feat 

Sir: 

I would like to make one correction 
in your otherwise fine story on Stan¬ 
dard Computers IC 6000 series (Feb., 
p. 77). The 6000-19 requires 300 
square feet of floor space, not 3000, 
as you stated. 

Roger Hughes 
Standard Computer Corp. 

Santa Ana, California 

a bit more 

Sir: 

The letter of P. Wirth of Munich, 
Germany, (Feb., p. 13) did not re¬ 
move all confusion. Information is 
measured in bits, the rate in bits/ 
second. The term “cycle rate of in¬ 
formation,” is misleading, as the letter 
shows, 

Transmission of information re¬ 
quires a channel with a certain fre¬ 
quency bandwidth, measured not in 


How a Midwestern firm 
saved $ 283 97 
shipping tubas from 

Paris to Chicago. 

They saved 13 days in time, too. But everyone knows you save time 
by air. The money-saving may be a surprise since the cost per 
pound by surface is less than by air. 

The answer lies in the hidden costs of surface shipping. Here’s 


how they add up: 

SURFACE 

AIR 


1525 Cu. ft. 

137 Cu. ft. 

Packing 

$ 60.00 

$ 28.00 

Handling 

20.00 

16.70 

Transportation 

583.82 

344.76 

Insurance 

6.18 

1.17 

Interest on Capital 

5.80 

1.20 


$675.80 

$391.83 

For information on how to save shipping costs on your product(s), 
write Air France, Cargo Sales Dept., 1350 Avenue of the Americas, 


New York, N.Y. 10019. 


JHR^O 

E HP BSk SUI £"85 
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WORLD'S LARGEST 


April 1967 


CIRCLE 13 ON READER CARD 


13 




DOES YOUR 
PRINTOUT 
LOOK LIKE THIS? 


NELSON JUNIUS 44 MAIN - - - - 
NELSON KATHERINE 146 BIUWL A\ 
NELSON KENNETH W 282 DGLAS kf 
NELSON KNUH 65 DU BOIS AV - - 
NELSON KURT 24 SHMIDTS LA - - 
NELSON LAWRENCE JR 317 RUDYRO 
NELSON LOUIS B 11 COALE AV - 
NELSON MARIE MRS 29 HATFLD PI 
NELSON MARTIN B 139 REGAN AV 
NELSON MARY 21 PEARL - - 


OURS 
IS BETTER 


Nelson Mary J Mrs 71 Lamprt Blvd-YU 1- 

Nelson Maurice K 55 Austn PI-YU 1- 

Nelson Mildred 81 Otroit Av-YU 4- 

Nelson Nets 86 Coale Av-GI 8- 

Nelson Nels 68 Marx-GI 2- 
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cycles, but in cycles/second (cps) or 
Hertz (Hz), a unit long in use in 
Europe and now accepted in the U.S. 

So, it seems that a 1 Hertz channel 
could handle an information rate of 
1 bit/second—what your Editor prob¬ 
ably meant to say. 

Robert G. Tantzen 
Mountain Park, New Mexico 

what XACTIy? 

Sir: 

Re: Henry Oswalds article “Trans¬ 
lation by xact,” (Jan., p. 37): 

Nowhere in the article is more 
than a cursory description of the 
xact algorithm given. For instance, 
the so-called “analysis” phase is de¬ 
scribed as the one which “elicits the 
gross operations that the source pro¬ 
gram performs by a process of con¬ 
textual analysis in the environment 
of the source machine logic struc¬ 
ture.” Perhaps Dr. Oswald would 
clarify this in the environment of 
bits and bytes that is more familar 
to most of us. 

The capabilities of the 7090/ 
1604 translator are never explicitly 
stated, nor is it clear as to the num¬ 
ber and types of programs that have 
been successfully run through the 
translator. Can Dr. Oswald supply 
data on source program size and 
type, translation times and target 
program size to justify his claim of 
“very efficient target programs” and 
fourth generation automatic program 
translation software packages? I am 
curious what portion of the share 
library, for example, Celestron is pre¬ 
pared to translate? Personally, I 
would have grave doubts about us¬ 
ing an automatic translation program 
in preference to hand recoding, 
knowing that a 100-instruction source 
program may become a 600-instruc¬ 
tion target program after consuming 
one-half-hour of machine time. 

The lack of treatment of I/O is 
an all too egregious omission. It is 
not clear whether the xact algorithm 
has any application in this area, but 
it is clear that I/O must be a major 
consideration of any but the most 
severely limited translator. Ignoring 
the problem will not cause its 
resolution. 

The dismissal of “software” as be¬ 
ing inapplicable to the automatic 
translation process because of “the 
intrinsic ties to the source machine” 
is too catholic a statement to be 
ignored. True, a translated compiler 
will continue to generate source ma¬ 
chine code, but are compilers the 


only systems software? What about 
sort/merge or even an operating sys¬ 
tem (e.g., ibsys ) for the target ma¬ 
chine? What is implicit in this dis¬ 
missal is that such system software 
presents problems and complexities 
beyond the scope of current trans¬ 
lators, rather than stating that 
though their utility is doubtful, 
translated systems programs are an 
operational reality. Further, the line 
between “application programs” and 
“software” is difficult to define—if it 
exists at all. Dr. Oswald’s own defi¬ 
nition is certainly needed in order to 
understand this apparent limitation 
of the xact translator. 

My general impression is that a 
great deal more clarification is nec¬ 
essary before an intelligible idea of 
the scope of this work may be 
obtained. Perhaps a most germane 
question is: judging by the absence 
of explicit qualifications or limitations 
on the xact algorithm in the paper, 
how was Celestron able to obtain 
significant, general results while the 
rest of the computer world has re¬ 
signed itself to a long and arduous 
climb toward achieving anything but 
trivial results in this area? 

Raymond Eisenstark 
New York , New York 

The author replies: Let me first correct a 
printing error in the article: my title is Mr., 
not Dr. 

Questions of the kind raised here have 
occurred before, and we have responded in 
detail with potential customers. I feel the 
significant fact is that as a result of the 
Rome Air Development Center support, there 
now exists a program that has translated 7090 
programs into equivalent 1604 programs au¬ 
tomatically. Program translation is applicable 
to all kinds of throughput programs. Our 
approach to translation is to form an over¬ 
view or gestalt of the source program operat¬ 
ing in its environment: the logical structure of 
the source machine. 

Celestron has been able to achieve results 
in this area because of a fresh view of the 
problem. We have gone beyond the classical 
line-at-a-time approach to data processing and 
implemented what might be thought of as a 
pattern forming mechanism. 

Additionally, not being Number One, we 
try harder. 


CORRECTION 

With publication of "Computers in 
the High School," by William S. 
Dorn (Feb., p. 34), we inadvertent¬ 
ly failed to mention that the article 
is based on material from the forth¬ 
coming book, "Mathematics and 
Computing: with FORTRAN Pro¬ 
gramming," by Mr. Dorn and Her¬ 
bert J. Greenberg; John Wiley and 
Sons Inc., New York, N.Y. 
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COMPARE... 


STORAGE FACILITY FOR OVER 1000 REELS 
IN A V x 12' AREA! 


COMPARE... 

■ TOUCH-REEL RETRIEVAL FOR EASE IN 
HANDLING. 

■ FINGERTIP ACCESS AT EVERY LEVEL. 

■ SAFE, CRADLED, STORAGE. 

■ FULL, VISIBLE LABELING. 


COMPARE... 

■ 93% GREATER STORAGE THAN CANISTERS! 

■ 40% GREATER STORAGE THAN HANGING SEAL TYPE STORAGE! 

WHAT'S MORE.. .We’d like the opportunity to prove to you that 
High Density Reel Seal Storage can save 45% of your storage equipment 
cost! Send today for a full descriptive brochure, and prove it to yourself. 



SYSTIIS 

MANUFACTURING CORPORATION 

13 BROAD STREET • BINGHAMTON, N, Y. 
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ADPAC ADVOCATE S 
CHALLENGE COBOL 

"We're gonna take Cobol and bury it," says Pete Harris, 
head of Applied Data Systems, San Francisco. His 
Adpac programming system has made converts on the west 
coast, now spreads nationally with sales to be handled 
by Statistical Tab Corp. Stat Tab has bought Adpac 
for its 10 nationwide dp centers, cites its compile 
times as 25% of Cobol's, and one job that took 
14 hours to write in Cobol took three hours with 
Adpac. Another user, a former Autocoder shop, wrote 
one job in 2-3 hours that took 1-2 weeks originally. 
And the object code, they say, is better. 

THANKS FOR THE MEMORY: 

BULK CORE COSTS DIPPING 

Fabri-Tek is actively marketing its large-scale, 
2-wire, 2%D core memory systems now that the first 
unit, at Project Mac, is in the third and final stage 
of acceptance tests. The development system, 256K 
(40-bit) words, is being used as an extension of main 
memory for the 16K PDP-6 in an artificial intelligence 
project directed by Dr. Marvin Minsky. 

Cost per bit of the production system will be 
about 2.20 per bit for a 20-megabit, 4-usec cycle 
time system; about 30/bit for a 10-megabit, 3-usec 
unit; and a 5-5.50/bit for the smallest economically 
feasible unit, a 65K (20-bit) word, 2-usec model. 

Word sizes range from 18-80 bits. 

The Fabri-Tek units are said to be highly 
competitive with IBM's Large Core Storage systems for 
the 360. The 256K (36- and 72-bit) systems have 
8-usec cycle times (4-usec effective sequential access 
with two-way interleaving); the larger totals 18.9 
megabits, costing about 2.70/bit; the smaller is 
under 10 megabits, costing about 3.30/bit. 

In thin film systems, Fabri-Tek expects to 
deliver its first large-scale unit this summer, a 
500K bit system, and reportedly has. a contract for 
a 256K (50-bit) word system with a major computer 
maker. We also hear IBM will be announcing a 125-nsec 
thin film system of 2K (288-bit) words. 

WEAVERS FASHION SMALL , 

FAST BRAIDED MEMORIES 

In the area of read-only memories, much noise is being 
made about Memory Technology Inc., of Waltham, Mass. 
The 8-man firm, formed last August, says it has made 
economic and speed breakthroughs with braided 
transformer memories, and will be announcing the BTM 
units this month. Up to now, only very large capacity 
BTM's have been economically feasible, but MTI has 
developed both the production machine and the 
technique to make the memories in modules of up to 
512 (128-bit) words each. The modules can be combined 
into a system with from 50K bits to five megabits, 
the systems cost-per-bit ranging from 80 to 20. And 
the customer can determine the system design. 

MTI president John Marino says the firm is also the 
first to produce off-shelf BTM's with cycle times 
of 250 nsec and less. 
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Now available . . . three AUTOFLOW 0 documentation “show 
stoppers” plus ESI. All four proprietary software systems of Applied Data 
Research, Inc. will be demonstrated and detailed at the SJCC in April ’67. 

AUTOFLOW is a proprietary, automated flow chart system that 
accepts FORTRAN, COBOL, or Assembly language and produces a supe¬ 
rior quality flow chart . . . accurately, completely, and effortlessly. Avail¬ 
able on a lease basis, current AUTOFLOW systems include: 

COBOL —IBM 360, RCA SPECTRA 70 

FORTRAN —IBM 360, 7090/94, RCA SPECTRA 70 

ASSEMBLY —IBM 360, 7090/94, 1401, 1410, 1460, RCA 501, 
SPECTRA 70 

ESI is ADR’s new software product for engineering and scientific 
computation. A powerful interactive system, ESI assists those with nominal 
experience in direct computer usage to obtain solutions to a wide range 
of engineering, economic, and research problems involving repetitive calcu¬ 
lation. ESI is available for Digital Equipment Corporation’s PDP-5, PDP-8, 
PDP-8/S, and LINC-8. 

ADR’s efforts are not devoted exclusively to “show stoppers”. Cor¬ 
porate activities range from proprietary systems and software development 
to management sciences, application programming, and research. 

Contact us today, concerning AUTOFLOW, ESI, your computer 
problems ... or career opportunities at ADR. 

See ADR at SJCC — Booths PI and P10 



APPLIED DATA RESEARCH, INC. 

Route 206 Center, Princeton, New Jersey 609-921-8550 

with offices in Washington, D.C., Los Angeles, Calif., and New York City. 


’’Trademark, patent pending 


ADR is an equal opportunity employer (M/F) 
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If you're going to have a 
new business address, please 
fill out the form at the right 
now and return it to us. We'll 
make sure that DATAMA¬ 
TION keeps up with you. To 
save time, we need your old 
address, just as it's printed 
on the mailing label, (or the 
whole label is better yet) as 
well as your new address. 

^ __ 




S .— 

define 
your terms , 
please 

Whatever your work in in¬ 
formation processing, you'll 
communicate better with the 
help of this authoritative 
glossary. 

^ . y 
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look ahead 


NEW YORKERS TO START 
ON-LINE SCALPING 


CALIFORNIA BANKS PREPARE 
CREDIT CARD OPERATIONS 


LOWER COST DISPLAYS 
FROM SANDERS 


CONTROL DATA 6500 : 
A DUAL-PROCESSOR 6400 
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The loom-like production machine., the first of 
which was completed last month, can weave one bit 
of each 256 wires, or words, in 15 seconds. 

MTI is now exploring the OEM market for the 
memory, although, later, end users may be offered 
packages for such uses as dictionaries for machine 
translation. BTM applications include microprogram 
control, function generators in gp computers, 
subroutine instruction memory, numerical control, 
hyphenation memory for typesetting, compiler program 
storage in time-sharing systems, and program storage 
for airborne computers. 

Under development and reportedly ready for a trial run 
from May to September is Ticket Reservations Systems, 
an on-line reservations and ducat issuance system 
for sports and entertainment events. We hear that 
12 Control Data terminals in New York City and suburbs 
are to be linked to a modified CDC 3300, with 50-100 
remotes placed there eventually. 

Plans call for implementing the service in three 
regional areas, one area might include NYC, Boston, 
Philly, Washington) this year ... 10-12 next year. 

With terminals placed in hotels, dept, stores, airline 
terminals, a San Franciscan could make instant 
reservations for and get tickets to a New York show. 

Public opinion polls in cities and suburbs are 
said to show a favorable attitude toward this service. 
And CDC, which supplies all the hardware, is also 
favorably inclined. Software is by Computer 
Applications Inc. The system's storage requirement is 
reportedly greater than airline systems, storing 
60,000 seats for Madison Square Garden for six months 
in advance of each event ... opera and theatre seats 
for two months. 

What started out as four banks in search of a credit 
card system has ended up with California Bank Card 
Assn., now composed of 60 links in California with 
combined assets of $16 bil)ion. This is just shy of 
the Bank of America, which has its own Bank Americard, 
but the BofA doesn't have the 1,000 branch offices 
represented by the CBCA. 

The Master Charge card system is due to go on the 
air in early July, following distribution of cards 
late in June. A 360/30 in San Francisco will handle 
the central clearing and cardholder accounting, with 
credit clearing by Credit Data Corp. Software was by 
Western Operations, a San Francisco firm. There will 
be over 30,000 merchant outlets, some 1.5 million 
cardholder accounts, and over 2.5 million cards out. 

Look for Sanders to announce a $5-6K keyboard/display 
with buffer and some editing capabilities —- a 
smaller, lower cost complement to the 720 line. 

A multi-megabuck order for the 720's by a major 
computer maker was announced recently by president 
Royden Sanders, and that's what NCR had in its booth 
at the business equipment exposition in Dallas. 

Sanders also said the firm expects to sell $20-50 
million worth of CRT's-in the next 3-4 years. 

Control Data last month gathered 82 people from 
45 companies with 360/67's on order, and showed them 
the new 6500 — running. This is the 6400 with an 
extra processor, new operating system, that still 
retains compatib-’" 1 ity within the 6000 series. 

(Continued on page 169) 
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Sigma is the only family of computer 
hardware and software designed for 
multiprogramming. 

Sigma systems have the fastest 
throughput rates in the industry. 

Sigma systems cost from $26,000 to 

$1,000,000 ■ Scientific Data Systems, Santa Monica, California 5105 


Sigma 2 













editor’s readout 


A VOICE FOR 
SOFTWARE HOUSES? 

Like the statement that crime is bad, the observation that systems software is 
important hardly calls for debate. Computer manufacturers know how much 
it costs—more than it ought to—and users know that it causes more headaches 
than hardware by far. 

Now the computer manufacturers would probably like everyone to believe 
that they are the source of all systems software. But most of the small computer 
makers turn to software houses for their compilers and assemblers, and many of 
the major makers’ software systems—including the fastest Fortran IV compiler 
yet—have been designed and developed by independent software firms. 

Despite these facts, software houses have no official voice in the development 
and establishment of software system standards, nor do they offer a united 
voice in such important goings-on as the FCC or anti-trust investigations, or 
the patent hearings. You could point out that there is no official voice for the 
information processing industry in any of these matters, but it’s important to 
note that other elements of the industry—the hardware manufacturers and 
professional societies, for instance—do offer their advice to the organizations 
concerned with such activities. 

All of this is by way of wandering gently toward the thought that perhaps 
there is a need for an association of independent software companies. The 
thought is not a new one: an abortive attempt to form such an association was 
made three years ago. 

In light, however, of the increasing importance of systems software and ac¬ 
celerating federal concern with industry matters, it may be time once more to 
investigate the advisability of such an association. 

Such an investigation should begin with the question of the specific goals of 
such an organization, followed immediately by answers to the question, “Are 
there any organizations or structures in existence which could provide alternative 
means to meeting these goals?” Without a hard, detailed look at these questions, 
discussion of a new association would probably be meaningless. The industry 
is fragmented enough as it is. Its people are already over-extended, over¬ 
committed to conferences and meetings: the thought of another vaguely dedi¬ 
cated association is not a happy one. 

Nevertheless, there is a solid possibility that an association of independent 
software firms could be useful. An informal poll of the presidents of several 
leading software firms reveals such possible activities as the establishment of a 
code of ethics and professional standards; offering an official software industry 
voice on matters of standards, legislation, the separation of hardware and soft¬ 
ware prices, etc. It might try to identify the elements of what could become a 
systems software science, advise universities on computer science curriculum 
development. 

Maybe it’s time for another look at the advisability of forming this new 
association. 
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DATA 

COMMUNICATIONS: 
THE BOILING POT 


turmoil & technology 


by WALTER E. SIMONSON 

-Seemingly, the subject of data communications 

has overnight captured the fancy of the com¬ 
puting community. The “overnight” aspect of 
_the interest is more apparent than real; experi¬ 
mentation in data communications has a fairly lengthy his¬ 
tory but only recently has reached the “take-off” point. 
Whereas, in the past, the percentage of installations 
utilizing some form of data communications has been rel¬ 
atively small, this percentage is now rapidly increasing. 

Some industry sources estimate that within five years 
at least 50% of all new computing installations will feature 
some type of data communication capability. This rapid 
increase is applied to a computer market which in itself is 
experiencing a 20% annual rate of growth. The result is 
an explosion in the demand for new techniques and 
trained personnel—and also in the incidence of new prob¬ 
lems. 

A large number of applications are ideal for the data 
communications environment. Indeed, initial data com¬ 
munication installations derived from applications which 
clearly could not be handled in any other way. One set of 
these applications is found in the military where the param¬ 
eters of many security situations simply require the speed 
of data movement which can only be achieved in com¬ 
puterized data transmission. Similarly, the advantages of 
on-line operations in such applications as airlines reserva¬ 
tions systems have been clearly demonstrated. Few now 
deny that their optimal operation requires a data communi¬ 
cation environment. 

Related to these “natural” applications are a number of 
inquiry types of operation. On-line inventory systems are 
coming into increasing use; optimal inventory control can 
generally be achieved only with an on-line control over 
ordering and shipping which is simply not practical with¬ 
out data communications. 

As anyone reading today’s computer literature can ob¬ 
serve, there is a tremendous amount of interest in the de¬ 
velopment of management information systems. Though 
mis systems can be developed without utilizing direct in¬ 
quiry capability from a remote console, most designers see 
them as being more satisfactory when such capability is 
provided. Furthermore, most well-functioning management 
information systems revolve about some type of central file 


or data bank. Whether data is communicated from a multi¬ 
tude of points around the country to a central computer 
where a master file is maintained, or whether the files are 
maintained in several different computing systems is ir¬ 
relevant. Some mode of data communication becomes es¬ 
sential if the central computer servicing the management 
information system is to be provided with the data re¬ 
quired for handling inquiries. 

a technological lever 

It may seem ironic, but most of the major issues con¬ 
fronting the computer world in data communications tend 
to be economic and/or political rather than technical in 
nature. As is well known, interstate communications falls 
under the aegis of the Federal Communications Commis¬ 
sion. As a regulatory body, the Fee’s operations are de¬ 
limited by operating procedures established by the Com¬ 
munications Act of 1934, as amended. It is often difficult 
for the layman to derive accurate insights into many fcc 
rulings and policies since commission proceedings do not 
receive nearly the publicity accorded deliberations in Con- 



Dr. Simonson is director of 
management at CEIR in Wash¬ 
ington, D.C., where he has de¬ 
signed real-time communica¬ 
tion net and display systems 
and on-line ordering systems. 
He has a PhD in communica¬ 
tions from the Univ. of Minne¬ 
sota. 
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gress. Yet, the rulings of the commission have dramatic 
effects on the computer manager who is operating within 
a data communication environment. 

Consider the at&t telpak service, telpak consists of a 
series of broadband communications capabilities, broad¬ 
band in that the “bandwidth” provided the purchasers of 
these communications services is greater than that needed 
to sustain voice communication. (This terminology can be 
confusing since Western Union applied the label “broad¬ 
band communication” to anything larger than their stan¬ 
dard service which is a sub-voice grade line. In this article 
I will utilize the term “broadband service” only to refer 
to greater-than-voice grade service.) 

The telpak service provides the purchaser the ability to 
buy group voice grade channels at a quantity discount 
price. There are four telpak*. “packages”— -a, b, c & d— 
with c and d being “super packages.” In the case of tel- 
-pak a, a buyer can get twelve voice grade lines for ap¬ 
proximately two-thirds of what it would cost him to pur¬ 
chase them separately. The discount-for-quantity price ob¬ 
viously is of interest to any firm which employs a large 
number of private lines between any two points. To the 
computer user telpak a represents an'ability ( to move data 
at a rate of 5,000 characters per second compared to 300 
characters per second on a conditioned voice grade line. 
The speed is sufficient to permit a computer to operate 
at the speed of the fastest card readers and line printers 
now available. 

This is important since in many computer operations, the 
need to move data requires rates of transmission at least 
equal to that provided under telpak a. This higher trans¬ 
mission rate is certainly basic, especially in those cases in 
which the motivation is to obtain some centralization of 
computing facilities. 

The price break in dollars per bit moved is just as vital 
as speed. Consider the difference over a 500 mile distance 
in paying telpak a charges of $15 mile, versus the equiva¬ 
lent rental of voice grade circuits at approximately $24 
mile. The difference of $4500/month rental for one line 
represents a “crossover” in many situations as to whether 
it is economic to put a remote terminal in a given city 
communicating to a central computer or whether a large 
number of decentralized computing installations should 
be maintained. 

legal basis for telpak 

In this environment, it becomes interesting to examine 
the legal base on which the telpak tariff rests. Here the 
prospective purchaser will rapidly realize that the founda¬ 
tion is extremely shaky. 

The first point to note is that the telpak tariff has not 
had the approval of the Federal Communications Commis¬ 
sion. This leads to the obvious question, “If it hasn’t been 
approved, how could at&t offer it?” One then enters into 
the peculiar world of commission proceedings. In general, 
these are the ground rules under which the common car¬ 
riers and the commission operate. In the event of a dispute 
over a proposed rate reduction, the burden of proof that 
the proposed change is undesirable or discriminatory lies 
with the commission. The tariff when announced applies 
in 90 days until the commission establishes a sufficient case 
to order its withdrawal. The same rule generally applies 
to most new services. 

Accordingly, though telpak was not approved, it has 
been in effect, pending the outcome of litigation. The 
Federal Communications Commission held that the telpak 
tariff should be withdrawn because they felt that it is in- 


*New tariffs filed by AT&T would replace TELPAK A and B with wide¬ 
band 48KC service. These are scheduled to go into effect May 1, 
subject to FCC approval. 


herently discriminatory to provide price discounts which 
are not based on cost savings thereby allowing larger firms 
to meet their communication requirements at a lower per- 
unit cost than can their smaller competitors. The commis¬ 
sion feels that the price reduction is not based on any true 
cost differential as far as telpak a and b are concerned. 
This position has been upheld by the U. S. Court of Ap¬ 
peals in Washington in a unanimous vote of a three-judge 
panel. 

Though at&t has indicated that it does not intend to 
appeal, some of the other parties intervening in the case 
(e.g., Xerox) have filed an appeal. The same set of cir¬ 
cumstances followed the district court ruling; hence, one 
might infer a high likelihood of such an appeal. Looking at 
past precedent one would also have to predict that the 
odds would heavily favor the courts continuing to uphold 
the commission. However, such an appeal would provide 
additional time for new plans. This decision does not affect 
the Western Union 48kc offering. The impact of the ruling 
is to force at&t to “unify” its pricing between voice grade, 
telpak A, and telpak b. telpak c & d are currently un¬ 
affected, though the commission originally held that they 
should be unified albeit at rates competitive with private 
microwave, at&t* has now released the details of its new 
filing for a broadband data service which will retain the 
economics of telpak a (in fact improve them on long 
haul usage) while raising the rates for broadband services. 

The merits of the arguments pro and con the telpak 
offering are interesting. Without going into their merits, 
however, the critical point remains that data processing in¬ 
stallations all over the country have been conducting feasi¬ 
bility studies and initiating data communications services 
predicated on a telpak offering which might be wiped out 
at any time. In fact, many installations were literally 
gambling that the fcc would overrule, a circumstance 
which by any legal standard would be extremely unlikely. 

Furthermore, computer manufacturers have been build¬ 
ing terminal equipment and other companies are investing 
considerable sums of money in data processing systems of 
all types, structured around telpak. If this tariff should be 
abolished, it would have serious impact on the computer 
industry, for a principal effect would be an increase in the 
rate that a user must pay for the 5,000 character-per-second 
transmission rate. Such an increase in mileage charges, 
from $15 to $24 mile, could be disastrous for many com¬ 
panies which have calculated to a fine margin their com¬ 
puting operation costs on such service. 

the problem of state regulation 

Nor is the regulatory problem ended if one arrives at an 
understanding of the activities of the Federal Communica¬ 
tions Commission. Operating in parallel with the fcc are 
the state regulatory agencies which govern intrastate com¬ 
munication. These agencies are in no way bound to follow 
the policies established by the fcc, though it is true that 
they tend to be guided by its decisions. However, they have 
the right to independent action, and they exercise it fre¬ 
quently. In fact, the computer user will not infrequently 
face situations in which intrastate regulations will be in 
conflict with interstate fcc regulations. Certainly most net¬ 
works of slow speed typewriter-like terminals will be in¬ 
volved in servicing some stations which reside within the 
same state as the computer. Such service is under state 
regulation even though the computer may be servicing in¬ 
terstate lines as part of the same application. Furthermore, 
in many cases, the availability of and rates for terminal 
equipment will be governed by the rules applying within 
the state as opposed to those involved in interstate tariffs. 

Services such as voice telephone circuits or teletype 
messages have been around long enough and are well 
enough standardized that few problems are encountered 
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in going between states. Difficulties encountered by the 
data communicator are more apt to be found in the newer 
developments. 

In recent consulting work regarding the design of nation¬ 
wide systems involving typewriter terminals, we en¬ 
countered substantial variance in available teletype ser¬ 
vices. For example, the model 35 acs teletype, which con¬ 
tains a number of features desirable for data communica¬ 
tion, was available on an experimental basis or as a non¬ 
standard offering from several member companies of the 
Bell System. However, since the systems requirements of 
our client included installation of this equipment in a state 
whose local rulings did not permit such non-standard of¬ 
ferings, serious consideration of its inclusion in the system 
was precluded. 

Thus additional confusion is added to the communica¬ 
tions scene by the variety of regulatory commissions. 
Compounding this problem is the fact that one also is 
forced to deal with a variety of different operating com¬ 
panies. The Bell System consists of a number of regional 
companies, each of which has its own management and 
considerable prerogatives as far as the decisions it makes. 
The product offerings of at&t are classified into system 
standards and non-standard offerings. Systems standards 
are available, at least nominally, through all the member 
companies of the Bell System. However, a variety of other 
interesting products are available only through some of the 
member companies. This depends upon the attitudes of the 
local telephone company management. This does not mean 
that there is a general lack of coordination or that the 
variances are very substantial, but it is necessary for the 
would-be communicator to realize that variations between 
operating companies will occur. 

It is not unusual to find situations in which terminal 
equipment has special features inaccessible to the user 
because either the software system or the computer manu¬ 
facturer’s interface does not provide a facility for using 
all the capabilities theoretically available. In some of the 
situations in which we at c-e-i-r have been involved, 
we have found it necessary to modify terminal equipment 
to be able to provide such abilities as enabling the pro¬ 
grammer to stop transmission on a device at some point in 
time without losing data. For instance, it is possible to stop 
transmission on some teletype devices but the panic stop 
approach will invariably garble the message being trans¬ 
mitted and would normally be a last resort method. By 
permitting the computer to disengage the clutch in the 
teletype it is possible to permit start-stop operation which 
does not destroy the message in process. _ 

This is only one example of a much broader data com¬ 
munication problem. It is characteristic of the area in which 
the greatest difficulties lie—namely, the programmer’s need 
to maintain control over a widely scattered environment. 

new sources of competition 

New developments by the common carriers also affect 
the computer industry, at&t is developing new terminal 
equipment and other communication devices which move 
them into increasing competition with the computer manu¬ 
facturers. The latest such device to be developed is an 
edge-punch data collection and transmission system, at&t 
has thus far indicated its intention to stay out of the com¬ 
puter business itself, but Western Union has shown strong 
interest in various aspects of the service bureau business. 

For example, Western Union’s management information 
system division is attempting to obtain contracts to do 
“turnkey” operations with computing systems involving 


data communication. They are also in the business of in¬ 
stalling computers for message switching. This is interest¬ 
ing in the light of an application by itt with the fcc for 
commercial message switching. This case gets additionally 
involved since itt is an international common carrier but 
does not hold that status domestically. Nonetheless, they 
have filed for a tariff for message switching operations by 
computer. 

This request is an interesting move in light of the fact 
that nothing in current fcc rulings or in the Communica¬ 
tions Act itself would suggest that such operations are 
subject to commission regulation. This poses a question as 
to whether or not an activity, not explicitly subject to com¬ 
mission regulation, can be voluntarily ceded by a firm as 
one in which the fcc has a regulatory role. One result of 
the commission’s accepting such a tariff would be that it 
would remove the right of the common carriers to pass 
judgment on whether the service offered infringes on com¬ 
mon carrier activities, itt thereby would avoid some of 
the problems that Bunker-Ramo encountered in trying to 
obtain lines for their stock brokerage service. That issue 
was resolved when, after Western Union refused to make 
lines available, Bunker-Ramo finally succeeded in negotiat¬ 
ing for the required lines with at&t (though some modi¬ 
fications in the services were required by at&t). Offering 
a new service, Telequote IV, Bunker-Ramo had planned to 
offer message switching between brokers, at&t feared that 
brokers might “cheat” and use the facility to transact other 
communications. This issue was resolved by reprogram¬ 
ming to formalize the message structure so that free form 
messages could not be switched. 

This, however, raises the new problem that dealings 
between domestic common carriers are not subject to fcc 
regulation and there is no way to force Bell or Western 
Union to provide lines for such services even though its 
legal right was established. 

In the current message switching debate, Western Union 
is in a peculiar position. On the one hand they hold that 
message switching is not sufficiently intrinsic to common 
carrier activities to require the carriers to submit to federal 
regulation and file tariffs for that part of their activities. 
On the other hand, they indicate that they would refuse 
to provide lines to a service bureau intending to go into 
the message switching business on the grounds that such 
activity would infringe on Western Union’s rights as a 
common carrier. 

The issue is among the more complex items which will 
have to be decided by the Federal Communications Com¬ 
mission. Its resolution will have significant effect on the 
service bureau industry as well as on many other large 
commercial users. For instance, it will affect banks who 
provide data processing services for clients and who are 
interested in utilizing data communications to that end. 
The question as to whether the relaying of information on 
a financial transaction between two parties is a banking or 
a message switching operation may lead to profitable em¬ 
ployment for many attorneys, but will probably lead to 
nothing but frustrations and additional headaches for the 
data processing manager. 

the yawning “service gap" 

The purchaser of common carrier services will soon dis¬ 
cover that there is a considerable gap in the services 
available. Consider for a moment the huge difference be¬ 
tween a voice grade line costing about $2/mile and 
carrying (using conventional equipment) about 2,000 bits 
per second, and the telpak a service at $ 15/mile with a 
40,000 bit per second capability, telpak a represents more 
capacity than that which is required to run current card 
readers and line printers at full speed, while the voice 
grade line is considerably below the required capacity to 
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operate even a 600 line-a-minute printer. 

The situation also serves to underscore the lack of ade¬ 
quate communication and coordination between the com¬ 
mon carriers and the data processing industry, especially 
in the development of new services. Liaison exists, of course, 
but joint efforts are needed for real innovation. Classes of 
service are oriented strictly to standard devices such as 
teletypes or voice telephone. The class of service repre¬ 
sented by telpak a is not tailored to a specific require¬ 
ment fot broadband transmission but is sirnply a logical 
multiple of voice grade lines. There is an obvious need on 
the part of the data processing industry for intermediate 
levels of service. 

Some of these problems are compounded by the fact 
that requirements for such things as dial-up capability 
further restrict the available levels of service. 

The dial-up system, of course, has many advantages to 
users in which a central computer is communicating to a 
great many points and in which the traffic load in any one 
part of the net is relatively light. However, the nature of 
the dial-up requirement restricts the equipment available 
to the user since the telephone company has far greater 
control over equipment attached to lines going through 
their switching system than lines which are obtained on 
a private line basis. 

Western Union currently offers switched service under 
the sub-voice grade service for Telex, though they are 
moving into broadband dial-up capability. In this case, 
however, the broadband dial-up is in the voice grade 
range and does not yet extend into the 48 kilocycle band¬ 
width channels. They indicate their intent to move in that 
direction but there will be a reasonable lapse of time 
before they are ready to do so on any scale, at&t’s moves 
in this area have been slowed by the legal controversy 
that has surrounded the fcc ruling on telpak. 

In utilizing dial-up telephone lines through the switched 
network, the user is restricted to the 2,000 bit per second 
transmission rate available from at&t supplied data sets. 
Furthermore, it is mandatory that the at&t dataphones be 
used. On a private line basis it is possible to obtain the 
lines under a tariff which permits clients to attach their 
own equipment to the ends of the lines. In this way some 
companies today are selling data sets which offer a higher 
transmission rate (4800 bps and even 9600 bps) than 
those provided by current at&t offerings. Though at&t 
is experimenting with data sets whose transmission rates 
are the equivalent of those offered by some of the elec¬ 
tronics firms, they are not released yet and until they are, 
such transmission rates will be available only to the private 
line user. 

the need for coordination 

This fact, however, should not let the would-be data 
communicator feel unduly frustrated. The limitation on 
higher speed modems for voice grade lines is matched by 
the lack of available terminal equipment to accommodate 
those transmission rates. There are currently no standard 
pieces of terminal equipment on the market which are 
geared to transmit data to a computer at the higher 
4800 and 9600 bps transmission speed and only a few that 
use the readily available 2400 bps rate. By and large these 
special transmission rates are suitable primarily for com¬ 
puter to computer communication (due to lack of terminal 
equipment) and would in many cases require a special 
interface from the computer manufacturer to synchronize 
with those rates. 

We have previously referred to the need for better 
coordination between computer manufacturer, terminal 
equipment manufacturer, and common carrier. Merely 
providing a higher transmission rate does the user no good 
unless there is equipment able to send data at that rate. 


Mechanical limitations are apt to be severe in the 
traditional card reading and line printing types of equip¬ 
ment. The degree of difficulty which will be experienced by 
a manufacturer in modifying terminal equipment to operate 
at higher speeds is largely a function of its original me¬ 
chanical design. Inasmuch as higher transmission rates are 
coming, one of the factors that a user may want to analyze 
in deciding whether or not to purchase, as opposed to 
lease, a particular piece of terminal equipment is its suita¬ 
bility for modification to operate at a higher rate. 

Coordination problems crop up in other ways. Minimally 
at least one additional firm, the common carrier, is involved 
in the successful operation of a data communication com¬ 
puter installation (potentially, at least two more if terminal 
equipment not manufactured by the computer supplier is 
utilized). Only the most careful coordination can avoid 
serious problems. It is all too easy for a well-meaning 
telephone company representative to substitute one modem 
for another which, as far as he knows, is superior except 
for the minor problem that the computer happens to utilize 
some peculiar characteristic of the previous device. As a 
result the system will not work. 

Neither terminal equipment nor an appropriate service 
tariff will, by themselves, provide better solutions to the 
problems of various sectors of the computer community. 
Only a combined effort aimed at the specific applications 
and problems can yield a package that makes significant 
progress. This does not suggest that liaison does not occur 
or that the common carriers do not listen to hardware 
manufacturers and users or seek to inform them about 
services. It is in many ways a tribute to the firms involved 
that the situation is not worse. However, as was mentioned 
previously, the long delay in the development of a reason¬ 
able set of devices to utilize the capacity of voice grade 
lines and the failure to develop an intermediate service be¬ 
tween voice grade and telpak service are examples of 
industry needs that require coordination. It remains a fact, 
however, that coordinational problems remain and that 
these problems inhibit developments that might help some 
users. 

user feedback 

The troubles in the legal and political environment of 
data communications stem largely from its recent and com¬ 
plex development. The Federal Communications Commis¬ 
sion is really not designed and staffed to solve the prob¬ 
lems it encounters. In order for the commission to func¬ 
tion more effectively in this area, it desperately needs more 
input. Computer users involved in or contemplating major 
applications involving data communications should make 
their needs and problems known to the commission. The 
commissioners have a clear interest in making reasonable, 
equitable decisions, but in the absence of user communica¬ 
tion they work in an environment in which the only in¬ 
formants are the common carriers and a handful of other 
firms with vested interests. The problem of regulation is 
worse at the level of the state commissions which are eyen 
less adequately staffed and funded. As a result, all too 
often they are forced to rely on the common carriers to 
provide them with the research and information they 
need. Obviously, this makes objective regulation difficult, if 
not impossible. 

The current notices of inquiry provided an opportunity 
for members of the data processing community to speak 
out on issues that affect them. Subsequent decisions based 
on these proceedings may profoundly affect the future of 
the industry. By the same token the problems mentioned 
in this article should not discourage the reader from under¬ 
taking data communication projects; there is a vast tech¬ 
nology now available and a host of systems problems to 
which it can be usefully applied. ■ 
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MNEMONICS 

by MICHAEL JACKSON 

] “Mnemonics” is a technique for automatic rec¬ 
ognition by computer of abbreviated names. It 
was conceived during the planning of a large, 

- on-line data-processing and accounting utility to 

serve stockbrokers in the City of London, and will be part 
of that system when it goes live later this year. Names of 
stocks and shares (typically, a company name followed 
by a description such as “5% Loan Stock”) in which bar¬ 
gains have been made occur in abbreviated, form in the 
system input from remote terminal keyboards; the 
“mnemonics” package uses these abbreviated names to 
identify the correct stocks from a file of about 11,000. 

Our philosophy in the early design stages of the stock¬ 
broker system was straightforward: not only must the sys¬ 
tem offer its users a direct cost advantage; it must also 
be demonstrably the most attractive way of carrying out 
their dp functions. If the terminal keyboard operator were 
required to consult books of codes and account numbers 
before entering each basic transaction, the system would 
be to that extent demonstrably worse than the manual 
methods it sought to replace. 

However, granted the desirability of “mnemonics,” its 
feasibility remained to be proved. A pilot study was 
carried out on a 1401 to test some possible techniques 
and to gather some statistics on the file of stock names. 
The results were encouraging, and “mnemonics” was in¬ 
corporated in a model of the on-line system which was 
being built at that time. In this model the console 
typewriter of a 1440 was used to simulate the terminal 
keyboard, and a 1440 program was written which pro¬ 
vided a simplified form of several of the system func¬ 
tions. The model was used over a period of a year for 
experiment and demonstration, and was the testbed for 


the first versions of the terminal procedures and the 
mnemonics package; it has now been discarded, since 
a working system is now available on the operational 
hardware. 

We shall discuss that part of the mnemonics package 
which handles the identification of company names, be¬ 
cause it is most free of irrelevant complexities which 
might obscure the generality of the method; the discussion 
will be based chiefly on the experimental and demon¬ 
stration version of the system implemented on the 1440. 

To enter a company name, the terminal operator keys 
in any reasonable abbreviation of it. For example, for 
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Rank, Hovis, McDougall Limited 

she could key in 

rank/ hovis/ mcd 
or rnk/hvs/m 

or r/h/mcdgl 

or rank/hov 

or any one of a large number of alternatives. The range 
of possible abbreviations is not predetermined or limited, 
and the aim of the mnemonics package is to recognise 
correctly all those abbreviations which would be intel¬ 
ligible to a human being. 

The advantages of such a facility are obvious. Code 
books, with their attendant maintenance problems, are 
eliminated; input to the computer system is “raw” infor¬ 
mation (surely the only valid method for an on-line sys¬ 
tem); the content of each input message is directly intel¬ 
ligible to anyone inspecting it; the system can tolerate a 
higher level of inaccuracy in its input information. 

the technique 

Input abbreviations are not matched against the full 
company name stored on the stock file. Instead, they are 
compared with an index file of “perfect” abbreviations, 
and a “match factor” calculated; the first index entry which 
yields a satisfactory “match factor” is recognised as point¬ 
ing to the required company name. 

The “perfect” abbreviations or “templates” are formed 
according to precise rules derived partly from the design¬ 
ers’ insight, partly from experiment. As a very broad guide 
to operators in training, the rules may be summarised as: 

1. Abbreviate every significant word in the name, up to 
a maximum of three words. 

2. Initial letters must always be present. 

3. Consonants are more important than vowels. 

4. The beginning of a word is more important than the 
end. 

5. Abbreviate to between six and fifteen letters in all. 
The algorithm for matching the input against the 

templates is a letter-by-letter scan and comparison; counts 
are kept of the number of letters which match, the number 
of unmatched vowels in the input, the number of un¬ 
matched characters in the template. The “match factor” 
is calculated from these counts and from the number of 
characters in the input. 

the rules 

The rules for forming “perfect” abbreviations are these: 

1. The words “company,” “limited,” “of,” “the,” “A,” 
“and” and “&” are ignored. 

2. Hyphenated words are treated as separate words. 

3. The words to be abbreviated are taken in sequence 
up to a maximum of three. 

4. Grouped initials count as one word and are not 
abbreviated. 

5. One-word names are abbreviated (if necessary) to 
11 characters, two-word names to 5 characters each 
word, three-word names to 4 characters each word. 

6. Within a word the abbreviation is formed by de¬ 
leting vowels successively from the right-hand end of 
the word, until either all vowels have been deleted 
(except the initial letter of the word, if that is a 
vowel) or the word is reduced to the required size. 
If all vowels have been deleted and the word is still 
too large, the procedure is repeated, deleting conso¬ 
nants, until the required length is obtained. 

Examples of “perfect” abbreviations are: 

British Motor Corporation brts motr crpr. 

Aiton Limited aiton 


Aerated Bread Co. aertd bread 

A. C. Cars Ltd. ac cars 

Barrow, Hepburn & Gale Ltd. brrw hpbr gale 

Rio Tinto Zinc Ltd. rio tint zinc 

the algorithm 

The input abbreviation is compared with the template 
in a letter-by-letter scan from left to right, until either 
the template or the input is exhausted. During the scan 
the following conditions may occur: 

1. The two characters are equal, count 1 is incremented 
by one, and both pointers are advanced. 

2. The two characters are unequal, and the input 
character is a vowel, count 2 is incremented by one, 
and the input pointer is advanced. 

3. The two characters are unequal, and the input char¬ 
acter is not a vowel, count 3 is incremented by one, 
and the template pointer is advanced. 

4. The end of a word is reached which is not the last 
word of the input. Both pointers are incremented to 
the start of the next word. 

Note that an unmatched consonant in the input cannot 
be skipped; the input pointer will be halted, while the 
scan on the template continues until the word is exhausted. 

The match factor is a small number calculated from 
count 1, count 2, count 3 and the number of charac¬ 
ters in the input. In the experimental 1440 version it can 
take only the values “0” and “1”. It takes the value “1” 
(abbreviation matches) whenever: 

1. The number of input characters is equal to count 1. 
(All the input characters occur in the template in the 
order in which they occur in the input.) 

2. The whole template has been scanned, count 3 is 
less than 2 and count 2 is less than 3. (Not more 
than one character of the template is “skipped” in the 
input, and the input contains not more than two 
“surplus” vowels.) 

3. count 3 is less than 2 and count 1 is greater than 
count 2. (Most of the input characters are matched 
and not more than one template character is 
“skipped”.) 

The simplicity of the algorithm is deceptive. Experiment 
shows that it works, and we can reasonably draw two 
conclusions: that the rule for forming “perfect” abbrevia¬ 
tions does correspond closely with a practice which ter¬ 
minal operators can easily adopt; and that this rule re¬ 
sults, in the case of the file of company names, in a 
satisfactory discrimination between one item and another. 

performance 

The performance of the algorithm is measured by the 
following parameters: 

A The proportion of inputs whose identification is 
ambiguous. 

W The proportion of inputs which are wrongly 
identified. 

U The proportion of inputs which cannot be 
identified. 

The performance figures will be affected by several 
factors, including the lengths of input abbreviations, the 
“reasonableness” of the abbreviations and the density of 
the company names file. In experiments with both the 
1440 demonstration version and the operational System/ 
360 version, it was found that a minimum length of six 
characters for input abbreviations (or fewer where the 
full name has fewer) gave almost perfect results. A very 
low value (less than one percent) was achieved for param¬ 
eter U, with zero values for A and W; these results de¬ 
pended on an absence of perverse or stupid input abbrevia- 
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tions, but did not require any significant amount of opera¬ 
tor training. 

the operational system 

The first operational version of the system is running 
on a System/360 Model 40, with 256K core and 2311 disc 
drives; this configuration will be replaced during 1968 
with a Model 50 with 2314 disc drives. Terminal sets are 
1050’s. 

The operational version of mnemonics uses a slightly 
different template and a more complex algorithm, but 
the principles are those of the 1440 version. The resident 
mnemonics program requires just under 3,000 bytes of core 
storage, including the area allocated for permanently held 
tables and the coding for accessing the index file of 
templates. With the more complex algorithm, checking 
one input against a template takes between 100 micro¬ 
seconds (no match) and 8.5 milliseconds (perfect match). 

index look-up 

There are between 2,500 and 3,000 distinct company 
names, each having at least one template on the index 
file. Some names have aliases (e.g. “fags” for “anto- 
fagasta”) which require separate index entries if the 
aliases are to be recognisable. 

The primary arrangement of the index file is by number 
of words in the template; this may be one, two or three. 
One-word and three-word input abbreviations may only 
be matched with one-word and three-word templates re- 



“Sorry I’m late, Chief, but you’ve just no idea 
what the traffic’s like this morning.” 
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spectively; two-word inputs may be matched with two- 
word or three-word templates. The three-word templates 
are therefore repeated on the file in their truncated two- 
word form. 

Within the primary arrangement, the index is arranged 
by alphabetical order of initial letters. In the case of one- 
word templates even this subdivision may be inadequate, 
and a further subdivision is applied. Each template car¬ 
ries an index letter which is the highest consonant (i.e., 
nearest to the start of the alphabet) occurring in the body 
(i.e., not as an initial letter) of the unabbreviated name. 
Because an input abbreviation cannot validly contain a 
consonant which does not appear at all in the unabbrevi¬ 
ated word, the index letter of the template can be used 
to determine how far down the list of templates to start 
looking. 

For example, consider the input abbreviation “acrw.” 
The highest non-initial consonant in this abbreviation is 
“C”; the input cannot therefore match any template which 
does not have an index letter of “C” or “B.” An index 
letter of “D” or lower would indicate that the unabbrevi¬ 
ated word contains no non-initial “B” or “C,” and that 
“acrw” therefore contains at least one letter (“C”) which 
does not occur in the unabbreviated form of the tem¬ 
plate. 

With the template index structured in this way, it is 
always possible to obtain the correct index block from disc 
in a single access. In most cases the number of templates 
to be tested within the block is immediately reducible to 
six or fewer. 

range of applicability 

The mnemonics package as implemented for the on-line 
stockbroker system is a special purpose product; the tech¬ 
nique, however, on which it is based is more generally 
valid. 

The system need not be on-line. The original conception 
of mnemonics was based on an on-line real-time environ¬ 
ment. We expected that ambiguities would occur fairly fre¬ 
quently, and the only practical way of resolving them 
would be by dialogue between the terminal operator and 
the system. From experiment, it now seems possible to re¬ 
duce the number of ambiguous identifications to a level 
which would be acceptable in an off-line batch system. 
Any transaction input carrying an ambiguous identifica¬ 
tion field would be rejected (with diagnostic) for re-sub- 
mission. 

Random access is not always necessary. On one appli¬ 
cation we have considered, the file contained the names 
of about 100,000 consumer products under 300 classifica¬ 
tions, with between 100 and 600 products in each. By 
using a two-stage identification process, where the first ab¬ 
breviation gives the classification and the second gives the 
individual product, the mnemonics technique can be ap¬ 
plied in a tape-only system. 

The density with which names are packed on the file 
is important. Large files (50,000 and over) of the names 
of individuals will always contain areas in which there are 
so many identical or near-identical names that accurate 
identification is difficult by any method; an attempt to 
use abbreviations on such a file would simply aggravate the 
difficulty by reducing the amount of information. 

conclusion 

The most important fact about the mnemonics package 
is that it works. Its mechanism is simple, and arguably it 
does no more than reproduce crudely what a human be¬ 
ing does with more sophistication. Nonetheless, the result 
achieved is a striking improvement over present-day con¬ 
ventional techniques, and that result is incorporated in a 
working, commercially-oriented system. ■ 
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MACHINE 
TRANSLATION - 
FACT OR FANCY? 


the reasonable 
middle ground 


by PAUL L. GARVIN 

A few years ago, a number of news stories ap¬ 
peared here and there announcing “funda¬ 
mental breakthroughs” in the development of 
machine translation from Russian into English 
and declaring that workable machine translation systems, 
if not already a reality, were just around the corner. Since 
then, one or two government agencies have begun to 
operate automatic translation facilities with which some 
users were partly satisfied, some not at all, and none com¬ 
pletely. More recently, a committee constituted by the 
National Academy of Sciences, National Research Coun¬ 
cil—the Automatic Language Processing Advisory Com¬ 
mittee (alpac)— conducted a two-year study of the field 
of machine translation and came to the conclusion that 
“without recourse to human translation or editing . . . 
none is in immediate prospect.” 1 

Where, then, do we stand in machine translation? 
Were the claims justified that were made in the earlier 
days, or is alpac correct in concluding that there is no 
prospect for its achievement in the foreseeable future? 

In my opinion, both are wrong. 

To substantiate my view, let me give a brief survey 
of the state of machine translation. First, let me make 
clear that the field of machine translation is (with one 
glaring exception—the photoscopic disc) 2 not primar¬ 
ily concerned with the design of a special translation ma¬ 
chine, but with the design of translation programs to be 
run on large general-purpose computers. Let me add that 
the major effort so far in this country has been directed 
toward the machine translation of Russian into English, 
although some experimental work has also been done on 
other languages (such as Chinese and German). 

Two extreme approaches have been taken to the field, 
and one which I consider a reasonable middle ground. 


’Language and Machines, Computers in Translation and Linguistics. A 
Report by the Automatic Language Processing Advisory Committee, 
National Academy of Sciences, National Research Council. Publication 
1416. National Academy of Sciences, National Research Council. Wash¬ 
ington, D. C., 1966. p. 19. 

2 Neil Macdonald, The Photoscopic Language Translator, Computers and 
Automation, Aug. 1960, pp. 6-8. 


I call the two extremes the “brute-force” approach and 
the “perfectionist” approach. Let me discuss these first, 
since they are the ones represented in the earlier news¬ 
paper claims and in the recent alpac opinion. 

The “brute-force” approach is based on the assumption 
that, given a sufficiently large memory, machine transla¬ 
tion can be accomplished without a complex algorithm 
—either with a very large dictionary containing not only 
words but also phrases, or with a large dictionary and 
an equally large table of grammar rules taken from con¬ 
ventional Russian grammar. The dictionary approach was 
implemented on special hardware, the dictionary-plus- 
conventional-grammar approach on a general-purpose 
computer. Both versions of the “brute-force” approach 
have yielded translations on a fairly large scale, but of 
questionable quality. The trouble is that both systems are 
fundamentally unimprovable, since they allow only me¬ 
chanical extensions of the tables which create as many 
or more new errors as they rectify. The negative opinion 
of alpac regarding the achievements of machine transla- 
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tion is based largely on a study of these systems, and is 
of course justified to the extent to which it concerns them. 

The “perfectionist” approach represents the other ex¬ 
treme. It is based on the assumption that without a com¬ 
plete theoretical knowledge of the source and target lan¬ 
guages (based on a theoretical knowledge of language in 
general), as well as a perfect understanding of the proc¬ 
ess of translation, both preferably in the form of mathe¬ 
matical models, the task can not even be begun. Conse¬ 
quently, the “perfectionists” have devoted most of their 
energies to theoretical studies of language, sometimes us¬ 
ing computing equipment in the process, and have de¬ 
ferred the development of actual translation systems into 
the indefinite future, alpac’s assessment of the future 
of the field reflects this view. 

Clearly, neither extreme will lead to acceptable machine 
translation within the foreseeable future (or perhaps 
ever). But there is that reasonable middle ground—to 
which, in my opinion, alpac has not given sufficient at¬ 
tention. Not surprisingly, it is the position that I represent. 

The approach which my associates and I are taking, the 
“Fulcrum” approach, is essentially an engineering solution 
to the problem. It avoids not only the naivete of the 
“brute-force” approach (which by now has become evi¬ 
dent to the professional world thanks to the poor qual¬ 
ity of the results that it has produced), but it also 
avoids the lack of task-orientation of the “perfectionist” 
approach (which is much less evident to a professional 
world that stands in awe of theoretical research couched 
in dazzling quasi-mathematical symbolisms). 

Our disagreements with the “perfectionists” deserve 
some further elaboration. 

It is clear that the achievement of acceptable machine 
translation requires a very detailed and extensive knowl¬ 
edge of the languages concerned. Everybody agrees on 
this. Where the disagreement lies is in regard to the 
nature of this knowledge and the approach to be used in 
acquiring it. In my opinion, the knowledge needed for 
the design of machine-translation systems is not merely* 
theoretical knowledge, but primarily empirical knowledge, 
and above all problem-solving engineering know-how. 
This knowledge cannot be acquired in the abstract, be¬ 
fore the design of translation systems is begun. On the 
contrary, it is only in the process of developing a trans¬ 
lation algorithm that it becomes clear what type of knowl¬ 
edge of the language is required. And it is only in the 
process of experimenting with the algorithm that the cor¬ 
rectness of our findings about language can be verified. 

Let me now discuss some of the essential features of the 
“Fulcrum” approach. In the process, I want to point out 
some further similarities with, and differences from, 
other approaches. 

First, some similarities. 

All approaches agree that a machine translation system 
must contain two basic components: a machine diction¬ 
ary and an algorithmic portion. All approaches further 
agree that the dictionary must contain not only the source- 
language (Russian) words and their target-language (En¬ 
glish) equivalents, but also a set of codes by means of 
which the information contained in the dictionary can be 
used to activate the algorithmic portion. These codes will 
be both grammatical and semantic, since in effect the al¬ 
gorithmic portion must perform both automatic parsing 
and semantic ambiguity resolution on the input text, and 
therefore needs both types of information. Because of the 
great burden placed on it, the algorithmic portion is the 
essential part of the translation system and determines 


the design of the codes used in the machine dictionary. 
The system operates by first performing a dictionary 
lookup on the source text. As a result of it, the dictionary 
entries (together with their equivalents and codes) cor¬ 
responding to all the words of the text are brought into 
the work space—one sentence, or a few sentences, at a 
time. There the algorithmic portion goes to work on the 
text and uses the codes to do the processing. 

Up to here, most approaches agree. Where the dis¬ 
agreements come in is in regard to both the basic design 
and the detailed structure of the algorithmic portion of the 
translation program, and consequently the dictionary 
codes. 

First, the matter of basic design. 

Many researchers view the matter of a language-data- 
processing algorithm in a manner similar to the parsers 
used for the processing of computer languages and other 
artificial languages. That is, they consider that the proc¬ 
essor and the grammatical and other information re¬ 
quired for the processing should be kept separate. The 
information needed by the processor should be stored 
in a table in the form of rules, to be called by the proces¬ 
sor when needed. The rules are stored in the table in no 
special order, since each time information is needed the 
whole table is called and the state in which the processing 
finds itself will determine which rule will be applied. I 
call this approach “tripartite,” since it favors the use of 
programs containing three basic portions: a dictionary, 
a processing algorithm, and a separate table of gram¬ 
matical (and, to the extent possible, semantic) rules. In 
theory, the tripartite approach has two great sets of 
advantages: 

1. It separates the labor of the programmer who de¬ 
signs and maintains the processor from that of the linguist 
who designs and maintains the table of rules. The only 
thing they have to agree on is the format of the rules 
that the processor can accept. This minimizes the com¬ 
munication problem between linguist and programmer, 
since once these matters have been settled, the two por¬ 
tions of the program can be handled separately. 

2. The same processor can be used with more than 
one table of rules. This means first of all that rules can 
be modified or changed without having to change the 
processor, provided of course that the format is main¬ 
tained. This gives the linguist great freedom of experi¬ 
mentation with different types of rules. It also permits the 
use of the same processor for the parsing of more than 
one language, by simply substituting one table • of rules 
for another. 

This is indeed an impressive array of arguments in fa¬ 
vor of the tripartite approach. Unfortunately, the theoreti¬ 
cal advantages turn out to be illusory, whenever in prac¬ 
tice the use of a realistically extensive grammar, and not 
just a few basic rules, is attempted. The grammar 
table then becomes so complex that it can no longer be 
handled by a simple algorithm. Then either the algorithm 
has to be adapted to the table, which reduces its general¬ 
ity, or a secondary algorithm has to be written which will 
show the processor the way around the table. In either 
case, the principle of the strict separation of grammar and 
algorithm (or more generally, of information and al¬ 
gorithm) has to be violated. 

I might add that the tripartite approach has so far pro¬ 
duced only limited experimental results, although, of 
course, they are considered promising by some of its 
proponents. 

This is why we have chosen a different basic design, one 
in which the information, grammatical and otherwise, is 
written into the algorithm rather than being kept separate 
from it. This means that the over-all system consists of 
only two portions, a dictionary and an algorithm—hence, 
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the term “bipartite” has been chosen for it. 

The algorithm of a bipartite system is essentially not a 
“parser” of the type used in tripartite systems. It is instead 
a linguistic pattern recognition algorithm which, in¬ 
stead of matching portions of sentences against rules 
stored in a table, directs searches at the different por¬ 
tions of the sentence in order to identify its grammati¬ 
cal pattern. Thus, the essential characteristic of the al¬ 
gorithm is the sequencing of the searches and, in each 
search subroutine, only as much grammatical informa¬ 
tion is used as is appropriate to the particular search. The 
rules of the grammar are in fact applied by the al¬ 
gorithm in a definite order, and a given rule is not even 
called unless the previous searches have led to a point 
where its application becomes necessary. This means- that 
the highly complex system of rules that makes up the 
real grammar of a language is distributed over a cor¬ 
respondingly complex algorithm which applies the rules 
in terms of the ordering that the structure of the lan¬ 
guage requires. 

A bipartite system thus stands or falls by the manner 
in which the problem of the sequencing of the searches 
within the algorithm has been solved. This is the key 
problem in developing the detailed structure of the al¬ 
gorithm, and we have chosen the “Fulcrum” approach for 
its solution. 

The “Fulcrum” approach is based on two fundamental 
principles: the concept of the fulcrum and the pass 
method. 

The concept of the fulcrum implies the use of key ele¬ 
ments within the sentence (fulcra) as starting points for 
the searches performed by the algorithm. This means 
that the algorithm, in searching through a sentence, does 
not simply progress from word to word, but in fact 
“skips” from fulcrum to fulcrum. It performs a little 
search sequence each time it has reached a fulcrum, and 
goes on to the next fulcrum when this particular search 
is completed. 

The pass method means that not one but several passes 
are made at every sentence, each pass designed to iden¬ 
tify a particular set of grammatical conditions pertinent 
to the recognition process. Consequently, each pass has 
its own set of fulcra and its own search sequences. The 
pass method reflects the orderly progression in which the 
determination of the structure of the sentence is made: 
first, the sentence components are identified individually, 
then the relations between components are established, 
and finally the structure of the sentence as a whole is 
established. To each of these intermediate parsing ob¬ 
jectives there corresponds, roughly, a pass or series of 
passes in the algorithm. The correspondence is not exact, 
because there are many ambiguities and irregularities in¬ 
terfering with the recognition process, and the design of 
the “Fulcrum” algorithm reflects these added complexities. 

Let me give a grossly oversimplified illustration of the 
operation of the “Fulcrum” algorithm: 3 imagine that the 
following sentence were Russian and not English. 

“These various compounds of copper have been treated 
in the technical literature on many occasions.” 

In the earlier passes of the algorithm, first the nominal 
phrase “these various compounds of copper” and the two 
prepositional phrases “in the technical literature” and 
“on many occasions” are identified and labeled as to 
their potential functions within the sentence (the nomi¬ 
nal phrase is a potential subject, the prepositional phrases 
are potential complements). In a later pass, the verbal 
phrase “have been treated” (which in Russian consists 

3 For a more detailed discussion, see Adaptation of Advanced Fulcrum 
Techniques to MT Production System (Russian-English), Final Report, 
Contract AF30(602)-3770 (Engineering Change "B"), Nov. 1, 1966, The 
Bunker-Ramo Corp. Canoga Park, Calif. 


of a single word) is identified as the potential predicate. 
These identifications are made on the basis of the ful¬ 
crum principle. Thus, in the nominal phrase, the al¬ 
gorithm first identified its fulcrum, the head noun “com¬ 
pounds,” and then directs its searches at the modifiers 
(“These various”) and the nominal complement (“of 
copper”), the structure of which had been previously 
identified by the algorithm. Finally, in the same late pass 
in which the potential predicate is identified, the al¬ 
gorithm fits the different sentence components together to 
arrive at the structure of the sentence as a whole, again 
using the fulcrum principle. The algorithm “knows” 
that the fulcrum of a simple sentence is the predicate 
and therefore seeks out the predicate immediately. It then 
reads the grammar codes of the predicate to determine 
which are likely subjects and complements and, armed 
with this knowledge, can hunt up the remaining sentence 
components. 

Semantic ambiguities are resolved by context searching 
wherever possible: the conditions in context are sought 
out which are likely to determine the choice of one rather 
than another of the equivalents of a given Russian word. 
Thus, in our sample sentence, the word represented by 
the English word “compound” really has two English 
equivalents: “compound” or “association.” The algorithm 
will decide that “compound” is the correct equivalent, 
because of the complement “of copper” that follows in 
the immediate context. 

Note that the grammatical and other information which 
the algorithm needs to carry out these decisions is carried 
in the codes that are contained in the dictionary and 
are made available to the algorithm by the dictionary 
lookup. 

Obviously, not many Russian sentences are as simply 
structured, nor are they as similar to their English equiv¬ 
alents, as the one cited here. To allow the processing 
of all Russian sentences, simple or difficult, similar or 
dissimilar to English, the “Fulcrum” algorithm consists 
of a sophisticated interlocking system of passes and 
searches for fulcra. In addition, it has a capacity for gen¬ 
erating English text “from scratch” for those sentence 
portions in which the differences between the two lan¬ 
guages are so great that selection of equivalents for the 
Russian original is not enough to produce correct En¬ 
glish text. Finally, we are building a heuristic capability 
into the “Fulcrum” algorithm, which will allow it to re¬ 
vise decisions made earlier in the program on the basis 
of information gathered later in the program. This will 
give it the capability of recognizing even some of the 
most involved Russian sentences. 

An earlier experimental version of the “Fulcrum” algo¬ 
rithm, called “Fulcrum I,” has been in existence for 
some time now (developed under the sponsorship of the 
Air Force, radc, and of the National Science Founda¬ 
tion), and has served as a testbed for developing new 
concepts and techniques in machine translation. More 
recently, we have begun designing an advanced version 
of the “Fulcrum” algorithm, the “Fulcrum II” (under 
Air Force, radc, sponsorship), which is ultimately in¬ 
tended to be the basis for a new production machine 
translation system, to replace the inadequate ones now 
in existence. The “Fulcrum II” will be characterized by a 
revised and updated sequence of passes and searches 
for fulcra, a heuristic capability, new techniques for pro¬ 
ducing English translated text, as well as efficiency- 
oriented rather than experiment-oriented programming. 
The plans and, major flowcharts for it are now in essence 
complete, though not all the details. Given the necessary 
funding, the “Fulcrum II” can be completed and running 
within four to six years, depending on the level of ef¬ 
fort and availability of staff (which is hard to find). ■ 
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THE COMPUTERS 

STOPPED 


by HAROLD WEISS 

The head of Wontonia’s intelligence organiza¬ 
tion was addressing a class at his espionage school. 
“Comrades, you have heard of the tremendous 
sabotage which has recently occurred in the 
United States, including the complete shutdown of the 
leading capitalist country’s economy for a significant pe¬ 
riod of time. This, as you may have guessed, was a triumph 
of our suey (Subversion Unrelenting to Entomb the Yan¬ 
kees) branch. We are privileged to have with us today 
Agent 2-5 who was in charge of this operation and who, 
I might add, has just been decorated with the Order of the 
Main Chow. 

“The techniques which 2-5 will be discussing are prob¬ 
ably applicable to most highly industrialized societies, so 
you have much to learn from his experience. A powerful 
weapon is available which a less developed country such 
as ours can use against the imperialists. His work has led 
to the computer training which you have received, so you 
should have no trouble with the technical aspects of his 
discussion. Without any more delay, I shall turn the rest 
of today’s session over to our highly esteemed Agent 2-5.” 

A surprisingly young, intellectual-looking man came up 
to the front of the room from where he had been standing 
in the rear. He was obviously not a Wontonian. He 
wasted no time in formalities. 

“Comrades, there is much to cover in only a few hours, 
but I want to give you a little of the background on my 
most recent assignment. For security reasons some detail? 
will be omitted from my discussion. Several years ago the 
head of suey was given the assignment of seriously sabo¬ 
taging the United States economy, performing industrial 
espionage, and acquiring considerable sums of United 
States dollars which would be useful to Wontonia in a 
number of ways. 

“As a member of his group I had been studying this 
imperialist economy for some time along with other agents, 
searching for areas of vulnerability to sabotage. We had 
explored damage to such obvious essential services as elec¬ 
trical power, water supply, transportation, and the like, and 
in the process conducted some successful capers, although 
their over-all impact was not very significant. During this 
period I became aware of the growing field of information 
technology in the United States. Research showed the in¬ 
creasing vulnerability of the U.S. economy to a relatively 
few sophisticated machines. There was a great concentra¬ 
tion of values at comparatively few locations. The informa¬ 
tional life blood of all the large companies and government 
agencies flowed through only a thousand or so key com¬ 
puters. As an immature and rapidly growing field, infor¬ 
mation technology had many deficiencies that it appeared 
suey could exploit profitably. I made a formal proposal to 
this effect and was placed in charge of the project which 
I shall be describing to you. As you might guess, I received 


my current code number at the time of that promotion. 
My background included considerable scientific as well as 
business training, which is one of the reasons a project of 
this scope was given to a fairly young man. 

“Our intelligence operations have always benefited from 
thorough planning and a long-range approach, I am told. 
This project was no exception. To be effective, not only I 
but the several agents initially assigned to my project had 
to be technically competent. There were computer manu¬ 
facturers’ courses available in a number of countries, uni¬ 
versity and college courses, private school training, and 
other sources of knowledge about information technology. 
Each agent received intensive training in computer pro¬ 
gramming, among other subjects. It was fairly easy to place 
intelligent, well-trained people in their initial jobs because 
of the personnel shortage in the computer field. Once they 
had two years or so of practical experience, their skills 
became highly salable and they could move from place 
to place readily. The computer field is characterized by 
considerable job-jumping, which made our task 
much easier. An effective agent could therefore be brought 
to bear against several computer installations in only a few 
years. 

“We felt our way cautiously at first to test the lax security 
of computer installations and to see what we could get 
away with. Our people did numerous little things to re¬ 
duce the efficiency of the computer operations they worked 
at and thereby harm the large organizations by which they 
were employed. We filched cards from program or data 
decks, put cards out of sequence, wiped out key tapes 
and disc packs, caused subtle equipment malfunctions, 
and the like. We were able to change program cards or 
copy magnetic tapes with changes to create program bugs 
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in production programs. The consternation which little 
things like these caused must be seen to be believed. A 
false fire alert at an unprepared installation usually leads to 
someone pressing the panic button, which can take some 
computers down for days. 

“As we gained experience and saw how permissive things 
were at many computer centers, we got more ambitious. 
Localized fires turned out to be a very effective technique 
for computer sabotage. There are often extensive com¬ 
bustible materials present, noxious smoke often results 
which hampers fire fighting, and often all the major pro¬ 
grams and files of the installation are physically close to¬ 
gether and not in fire-resistant vaults. One such fire can 
knock out a highly integrated organization with most of its 
information system on the computer, or at least cause it 
to suffer catastrophic consequences. And you should see 
the Yankee firemen! Just turn them loose with their axes 
and hoses and you needn’t worry about a computer center 
for a long time. Some places had electrical shorts for 
months after a fire. It was very pathetic to see the re¬ 
covery attempts of some computer groups which thought 
they had good disaster protection. Off premises they typi¬ 
cally kept third generation files, some obsolescent programs, 
inadequate transaction data, and little if any system docu¬ 
mentation. By the time their equipment was replaced and 
they started to try to bring their files up to date, they 
were swamped with piled-up transactions—that is, where 
sufficient data to operate at all existed. Some companies 
failed completely as a result of these fires or suffered huge 
financial losses. 

“Ours can be a grim business, but suey’s computer proj¬ 
ect was not without its humor. One of our people heard 
of a planned visit by a Boy Scout troop to a large military 
computer installation. Typically, visitors were permitted to 
walk through the computer room itself during an Open 
House. With considerable inspiration our agent met the 
group at the parking lot and passed out toy magnets to 
the boys. Quite a few programs on magnetic tape were 
wiped out that day as a result of boys trying to stick their 
magnets on everything they could, before the problem was 
detected by the computer staff. 

“As another example, you may be aware that many com¬ 
puters are placed at grouqd floor level or in basements. 
One of our enterprising agents arranged for a sewer to 
back up, which took out a large commercial computer in¬ 
stallation. 

“We use. beautiful women in various aspects of in¬ 
telligence work and their value was proved in our informa¬ 
tion technology project as well. We trained some carefully 
selected female agents and placed them in computer 
groups. Besides the direct sabotage and espionage which 
they performed, there were beneficial side effects from 
their distraction to male technical personnel. A very signi¬ 
ficant rise in program error rate could be correlated to the 
arrival of each such agent. 

“We found that wholesale personnel raids could se¬ 
riously weaken an information systems organization. Some 
of our people had worked up to managerial levels after a 
few years and could carry out such tasks directly. Others 
in senior positions found willing accomplices in some com¬ 
puter managers. I recall a data processing manager who 
jocularly offered the advice that one should not steal all 
the skilled personnel of another computer group. He recom¬ 
mended following conservation practices—one senior man 
should be left on the victim’s staff to train a new set of 
people to be raided at a later date. 

“As you can see, our plans were proving effective. I have 
not yet mentioned an important aspect of our assignment, 
which was to secure considerable sums of Yankee dollars. 
We found it very easy to filch proprietary materials from 
waste baskets in computer centers, especially during pe¬ 
riods of debugging. Some such information could be used 


directly; other types, such as customer lists, we were able 
to sell. Even used carbon paper was quite valuable. There 
tends to be loose control of forms at U.S. computer centers, 
except for check forms. We were able to acquire invoice 
and other forms which were very useful in the perpetration 
of various frauds. I might mention that ample computer 
service bureau time is available where needed to accom¬ 
plish certain frauds and at relatively nominal rates. We 
also stole certain programs and files and held them for 
ransom. You would be surprised what some computer users 
or their data processing insurance companies will pay for 
the three generations of an important master file! 

“Early in our project, I personally made it a practice 
to walk into strange computer rooms to see how far I 
could go without running into trouble. Initially I did not 
remove materials or perform acts of sabotage; rather, it 
was in the nature of research. Usually after wandering 
around for 20 minutes or so and looking at equipment, 
files, and documentation as a perfect stranger, a member 
of the staff would walk up and ask if I needed any help. 
Later many of our people did perform acts of sabotage or 
steal materials during such unauthorized visits. I have, for 
example, wandered about with an Alnico magnet in my 
hand in a room with 10,000 tapes, tapping any at will. 
One day I walked out of a large oil company’s computer 
center with a magnetic tape filled with valuable explora¬ 
tion data, copied it at a service bureau, and returned the 
original without detection. We made a good deal of money 
out of that particular caper. All you had to do on such 
raids was to be well dressed, brazen and to know a little 
about computers. It may seem incredible that things were 
so lax and permissive with these rich companies, but they 
were. Can you imagine billion-dollar companies that ‘could- 
not afford’ a vault for vital magnetically stored records? 

“Well, after three years we had severely damaged several 
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dozen large companies which had a major role in the U. S. 
economy and completely destroyed some smaller ones. We 
had also acquired almost $100,000,000 by various means. 
By now, however, many organizations were starting to 
tighten up their computer practices. Some began to treat 
their computer areas like a bank vault or top military 
security area. While it was hard to prove who performed 
some of the sabotage which I have described, several of 
our agents were being actively sought by the police, al¬ 
though the authorities were not yet aware of suey’s in¬ 
spiration and direction. I felt it imperative that we move 
more rapidly and across a broader aspect of the Yankee 
economy. 

“Finally we recognized the Achilles heel of information 
technology—personnel—although I have mentioned person¬ 
nel raids and other minor techniques in this category of 
sabotage. We had observed that many computer people 
were poorly motivated, had little loyalty to the organiza¬ 
tions employing them, had no path of progress in their 
companies, etc. Even computer management had little par¬ 
ticipation in their companies’ training and development 
programs. This was a prime factor in the heavy computer 
personnel turnover which we had exploited. After a decade 
or more in computer work the first blush of enthusiasm and 
pioneering had worn off: Much of the work was becoming 
more routine and less creative. There existed the specter 
of technological unemployment from automatic program¬ 
ming developments, the machines operating themselves 
via sophisticated programs, the machines even diagnosing 
their own malfunctions. Here was a really prime area for 
us to concentrate our efforts. 

“We planned to organize information technology workers 
into a strong union. The ultimate weapon would be dis- 
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abling strikes which could completely shut down organi¬ 
zations with little likelihood that strikebreakers could be 
brought to bear. We started very modestly, forming a few 
locals in the larger cities. The Computer Employees Union 
(CEU) was vertically organized, with operators, coders, 
programmers, systems people, maintenance men, even some 
lower level managers joining. With a few token strikes we 
won some large pay increases and got privileged status for 
computer people. As you might expect, a suey man headed 
up the national organization of CEU and we had other 
agents in the leadership of several strategic locals. 

“Then we got a fortunate break which accelerated our 
entire program considerably. A large independent union 
saw in affiliation of the computer workers an opportunity 
to reinforce its own goal—the capability of shutting down 
the national economy to enforce a victory at the bargain¬ 
ing table. We got married to them in almost indecent 
haste. With the infusion of considerable money and power¬ 
ful local support from the new parent union, organization 
of information technology workers proceeded rapidly. 

“Finally our big moment came. The parent union called 
a nationwide strike. We immediately called a simultaneous 
walkout of the affiliated Computer Employees Union. After 
a week of the computers being shut down, you can hardly 
imagine the catastrophic impact on the U. S. economy. 
Most banks could no longer process checks. The credit 
system broke down. There were few companies which 
could bill customers. Plants closed because many essential 
functions were gone—production scheduling, purchasing, 
etc. The process industries shut down because our opera¬ 
tors and maintenance people walked out. Many areas were 
blacked out as a result. There were no airline reservations 
or large magazine mailings. Many newspapers could not 
publish. Most of the scientific and engineering work in the 
country was interrupted. The military establishment was 
severely hurt despite the fact that some of their computer 
installations were manned by service personnel. You must 
pardon my apparent lack of modesty when I tell you that 
this was total disaster. It is essential that you grasp the 
full meaning of our operation. 

“In desperation the federal government invoked an in¬ 
junction with strong punitive features. We felt it too 
dangerous to our long-term plans to oppose this restraint 
outwardly, so the CEU people went back to work. Word 
was informally passed down the line, however, to sabotage 
computer installations wherever feasible. Operations 
were slowed down, people made many more errors, there 
was ‘inadvertent’ use of wrong generations of files, and so 
on. Programmers were always ‘90% done’ on their assign¬ 
ments. Systems men messed up system designs and antago¬ 
nized operating people. A rash of mysterious machine mal¬ 
functions occurred which maintenance people were slow to 
find. After several months of this a number of large 
employers caved in and CEU and our parent union won 
the strike. The cost to the Yankee imperialists has been 
conservatively estimated in the tens of billions of dollars. 

“This, comrades, was only a first attempt with very 
limited resources, but which nevertheless produced impres¬ 
sive results. There is considerable opportunity for ingenuity 
and creative thinking by new cadres of agents such as your¬ 
selves. There is no reason why the basic pattern which I 
have described today can not be applied to other im¬ 
perialist nations, although they may lag the Yankees by a 
few years in terms of their concentration of values in 
computer centers and thus in their vulnerability to our 
operations. 

“This concludes my formal remarks. After a brief pause 
for refreshments, I shall be happy to answer any ques¬ 
tions you may have on basic ideas or techniques, although 
I am not permitted to discuss names, places or other de¬ 
tails. You have been a most appreciative audience, for 
which I thank you.” ■ 
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part one 
those were the machines 


THE 
RELAY 
COMPUTERS 
AT BELL LABS 


by GEORGE R. STIBITZ as told to MRS. EVELYN LOVEDAY 


Sometimes these days when I am at one of the 
many teletypewriter stations of the sophisticated 
GE computer at Dartmouth College asking for, 
or putting in, a program related to my work of ap¬ 
plying mathematics to biomedical problems, I feel like the 
old lady in the nursery rhyme who said, “Lawk a mercy on 
me, this can’t be I!” For I can remember when. 

At my somewhat advanced age (or what often feels 
like it), it seems only yesterday—but it was actually in 
1937—that I liberated some relays from a scrap pile at 
Bell Telephone Laboratories where I then worked, and 
took them home to start what I thought of as a play proj¬ 
ect. I had observed the similarity between the circuit 
paths through relays and the binary notation for numbers 
and had an idea I wanted to work out. 

That weekend I fastened two of the relays to a board, 
cut strips from a tobacco can and nailed them to the board 
for input; bought a dry cell and a few flashlight bulbs for 
output, and wired up a binary adder. I wired the relays 
to give the binary digits of the sum of two one-digit 
binary numbers, which were entered into the arithmetic 
unit by pressing switches made of the metal strips. The 
two-flashlight-bulb output lighted up to indicate a binary 
1 and remained dark for binary 0. 

I took my model into the labs to show to some of the 
boys, and we were all more amused than impressed with 
some visions of a binary computer industry. I have no 
head for history. I did not know I was picking up where 
Charles Babbage in England had to quit over a hundred 
years before. Nor did it occur to me that my work would 
turn out to be part of the beginning of what we now 
know as the computer age. So, unfortunately, there were 
no fireworks, no champagne. 

Being a compulsive generalizer, I wondered what could 
be done with a large number of such adders. Further 
evenings at home were spent entertaining myself by 



sketching circuits for addition, multiplication and even 
division. The idea occurred to me that decimal digit adders 
could be set up in binary form, with each decimal digit 
expressed in binary form by multiple contacts on keys. I 
actually designed such decimal adders, but soon found 
that the “carry” circuit was complicated, and that the 
circuits for converting a number to its complement were 
rather complicated. 

No mathematician can abide lack of symmetry, and so 
I looked around for a neat way of solving this difficulty. 
The tidiest kind I could think of was to shift the range of 
decimal digits to the middle of the list of 4-bit binary 
numbers. This shift was equivalent to adding 3 to the deci¬ 
mal digit so that decimal 0 was represented by binary 3 



Dr. Stibitz is presently a re¬ 
search associate in physiology 
at Dartmouth Medical School, 
where he is involved with 
computer applications in bio¬ 
medicine. Formerly with Bell 
Labs (1930-1941), he was 
later an independent consul¬ 
tant (1946-1964). In 1945, he 
received the Harry Goode Me¬ 
morial Award for pioneering 
in edp; in 1966, he was hon¬ 
ored with a D.Sc. from Deni¬ 
son Univ. He has an MS from 
Union College, and a Ph.D. 
from Cornell Univ. 
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KEYED 

TO 

CONTROL 

INVENTORY 

COSTS 


In today's marketplace, consumers 
demand variety. Most merchandise 
has to be available in many colors. 
Many styles. And with many fea¬ 
tures. And so it goes throughout all 
industries . . . with spiraling inven¬ 
tory costs causing serious problems. 

Yet, many companies have cut in¬ 
ventory costs while keeping a larger 
selection of stock on hand! They did 
it through data systems that include 
Teletype data communications 
equipment. 

This is how it works Teletype equip¬ 
ment is used to send and receive 
inventory data among warehouses, 
distribution outlets, and a computer 
center. The computer analyzes the 
inventory at each location and con¬ 
siders past stock requirements as 
well as seasonal demands and, where 
applicable, possible obsolescence. It 
determines the stock needs and ma¬ 
terial requirements of each ware- 
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house and distribution outlet. Then, 
Teletype equipment transmits stock 
replenishment orders quickly and 
accurately. As a result, management 
keeps inventories current and costs 
at a minimum. 

Examples of how Teletype equip¬ 
ment can be used in your inventory 
operations are described below. 

Aids decision-making capabilities A 

major producer of heating units re¬ 
placed its traditional order handling 
and inventory replenishment method 
with a communications network 
that ties distribution outlets to its 
computer center via Teletype Model 
35 ASR (automatic send-receive) 
sets. The data system has substan¬ 
tially reduced inventory levels, gen¬ 
eral administrative and paperwork 
costs, as well as cut four days off the 
entire order processing cycle. 

Though inventory cost reductions 
have been significant, the firm's 
marketing vice president points out 
that the system also supplies man¬ 
agement with more comprehensive 
and current reports than previously 
possible. This has improved their 
decision-making capabilities while 
permitting greater flexibility in deal¬ 
ing with customer demands. 

Cuts inventory needs 45 percent The 

Wisconsin division of a leading food 
store chain once depended on an 
inventory system in which store 
managers entered stock needs in 
order books. These notations were 
translated to mark sense cards, and 
then converted to punched cards 
for input to a computer. The print¬ 
out was used to fill and ship each 
store's order. The entire routine 
took three to four days. 

To expedite the procedure, Teletype 
Model 33 ASR sets were installed in 
each store. Inventory tapes are now 
prepared on these sets and trans¬ 
mitted immediately to the com¬ 
pany's computer center for further 
processing. Within 24 hours each 
store's inventory needs are filled. 
Also, backroom stock needs have 
been reduced by 45 percent. Con¬ 
sequently, the company plans to cut 
down this nonproducing storage 
space in future stores or utilize it 
for additional "front-line" display. 

Eases costs of growing pains One of 
the midwest's largest distributors of 
ball and roller bearings faced a major 
problerp resulting from a tremen¬ 
dous growth in business. The com¬ 
pany^ rpanual order processing and 
inventory procedure was taxed to 
the breaking point. Inventories sky¬ 
rocketed in an attempt to keep 
enough stock on hand to assure 
prompt customer service. 
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To ease the problem, each of the 
company's branch offices was 
equipped with Teletype Model 35 
ASR sets. Now orders are prepared 
on punched paper tape for immedi¬ 
ate transmission to company head¬ 
quarters. Here they are received in 
both paper tape and page copy 
form. The tape is converted to 
punched cards for order processing, 
and the page copy is used for in¬ 
ventory control. The new system has 
cut costs and assured management 
of control over the entire operation. 

There are additional capabilities of 
Teletype equipment for improving 
all phases of management's business 
information needs. For instance, 
Telespeed 750 high-speed tape-to- 
tape equipment can send or receive 
an entire inventory of 7,000 items in 
minutes using only A of a tape reel. 
More facts on these capabilities are 
explained in our new brochure, 
"HOW TELETYPE EQUIPMENT MOVES 
DATA FOR YOUR BUSINESS OR INDUS¬ 
TRY." For your copy, contact: 
Teletype Corporation, Dept. 81D, 
5555 Touhy Avenue, Skokie, Illinois 
60076. 


This Teletype Model 35 ASR (Automatic 
Send-Receive) Set can edit order process¬ 
ing data, sending to each department only 
the data required to complete the order. 


machines that make data move 
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(0011), and so on. With this symmetric arrangement, the 
9’s complement of any decimal digit was found by chang¬ 
ing each binary 1 to a binary 0, and conversely. The inter¬ 
change was easy with relay (or any binary) circuits. All 
that was needed was a single two-pole contact leading to 
all the relays of the number to be inverted. 

Unfortunately, when two excess-3 decimals are added, 
the sum is too large by six units, so it was necessary to 
think about some translating circuits to remove three units 
and get back to an excess-3 code. In compensation, there 
was the happy accident that, in the excess-6 code of the 
sum of two digits, all numbers greater than decimal 9 are 
5-bit binary numbers. Hence, if the 5th binary digit was 
1, it meant that a carry was called for and this was easy 
to accomplish. 

Well, as I said, all this thinking was the kind of play 
project that I still indulge in very frequently in place of 
golf, or other constructive leisure time pursuits. 

fortune and need 

Soon, however, it had to become work in earnest, for 
Dr. T. C. Fry, chief of the mathematics group I was in, told 
me that the difficulties of handling complex numbers had 
come to his attention, and he asked whether my little relay 
calculator could do complex arithmetic. Could it! I had 
already thought out most of the components for a com¬ 
plex calculator, and so I soon had drawings sufficiently 
complete to be considered. 

These were highly unusual, since I knew nothing of the 
language of symbols of the well-developed switching art, 
and my sketches must have amused the switching engi¬ 
neers. But—there was Sam Williams. 

Now my calculator had had two pieces of good for¬ 
tune. One was the coincidence of the binary adder and 
my circuit diagrams with Fry’s expression of complex com¬ 
puting needs. The second was the assignment of Sam Wil¬ 
liams to the evaluation of the calculator’s feasibility to 
meet the needs. 

Sam had been a switching engineer for many years and 
was thoroughly familiar with all properties of relays, but 
not with mathematics or number theory. He had to 
struggle, not only with my dismally unconventional draft¬ 
ing, but also with the ideas of binary notation and opera¬ 
tions, and with my excess-3 coded decimal notation. 

All the angels were with us. He not only made a thor¬ 
ough study of the calculator and reported it was feasible, 



A published poet, Mrs. Love- 
day is a member of a surfac¬ 
ing group of creative writers 
who have tiptoed into the com¬ 
puter field. She is now a free¬ 
lance technical writer for 
Sperry-Rand patent attorneys, 
IBM, and the Colleges of Med¬ 
icine at the Universities of 
Vermont and Dartmouth. 


but, from my knowledge, made many useful suggestions 
about control circuitry. In a few weeks we got the go- 
ahead signal; Sam was given the job of detail design and 
we were off to the races. 

At this point there were some small complications about 
correcting 9’s complements into 10’s complements, but they 
were not serious. The adders were now designed and 
multiplication was not difficult. Rather than use multitudes 
of relays to perform this operation we decided to use some 
relatively new pieces of telephone equipment called cross¬ 
bar switches, which were, in effect, compound relays with 
many contacts. 

There were many serious discussions about 10-key vs. 
bank-type keyboards for input. The bank keyboard would 
have saved some memory equipment in the computer, but 
it was soon decided that the simplicity of the 10-key ar¬ 
rangement made it worth the extra cost. Operators’ strips 
of 10 keys were adapted, and a second strip was modified 
for the operational symbols, +, —, X, +i, — i, -r- and =. 

We thought very briefly of using binary notation for in¬ 
put and output, but the prospect of teaching binary nota¬ 
tion to a crew of girls was appalling, and so the idea was 
abandoned pronto. 

In complex operations it was handier to put the divisor 
into the machine first. We had to have a special type 
symbol in which the slash for division was turned back¬ 
wards for this purpose. By putting the divisor in first, the 
arithmetic unit could start squaring the real and imagi¬ 
nary parts as soon as the slash appeared. 

Since relays operate at about 10 milliseconds, the squar¬ 
ing operation (which was carried on when the slash ap¬ 
peared) took an average of 40 addition times, or some 
half-second with no allowance made for sub-normal re¬ 
lays. As I recall, for safety’s sake we allowed a couple of 
seconds for this operation. 

The capacity of the machine was to be eight decimal 
places with two extra digits provided in the arithmetic 
unit to compensate for excessive round-off errors when ac¬ 
cumulating many subtabulations. 

The machine was a parallel one, with two units which 
handled respectively the real and the imaginary parts of 
the calculations. A standard whimsey of sightseers when 
shown the imaginary unit was that it looked real. Somehow 
that remark lost its freshness after a score of repetitions. 
The two units operated in parallel, during multiplication, 
for example, when the real and imaginary parts of the 
multiplicand were multiplied by digits of the real part of 
the multiplier simultaneously. 

success 

Construction of the machine was completed in 1939, 
and debugging began, using diagnostic problems devised 
by Williams. Many of the relay operations were dependent 
on timing, with slow and fast operate and release relays 
determining the sequence of circuit openings and closures. 
When one relay in a register failed to come up to specs 
in speed of operation the whole calculation came out 
wrong. Slower relays, to initiate the next step of compu¬ 
tation, cured the trouble but slowed the machine. All of 
this created some troublesome and often profane moments. 

Even so, the final successful speed was nearly that con¬ 
templated in the original design. As I recall, the addition 
time was about 0.1 seconds. 

In 1938 we had “known”’ on paper just what the com¬ 
puter should do, and the Bell Labs experience indicated 
that the relays would do what the paper design said they 
would, but nevertheless it was a spine-tingling experience 
when the wiring and design bugs began to give way, and 
true answers began to flow from the computer, just as we 
had envisioned they would. 

The binary computing elements were so very different 
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This New 3M 
Asynchronous Digital 
Recorder writes 
data at the rate of 
0-2000 characters 
per second 


□ □ □ 


Revere-Mincom’s new ADR-100 
records during the start interval 

— that’s why you never lose any 
data in the asynchronous mode, 
and why this 3M system accepts 
data at least four times faster 
than any other asynchronous 
digital recorder availableto date. 
2000 characters per second, 
internally produced inter-record 
gap if required. 



See it at Booth 308-314, Spring Joint Computer 
Conference April 18-20, Atlantic City 


Perfect backup for all IBM sys¬ 
tems. Using IBM-compatible 
7- or 9-channel tape format, 
ADR-100's packing density (up 
to 800 bpi) is due to improved 
skew control with skew iated at 
less than 250 microinches. Sin¬ 
gle-capstan friction drive, no 
pinch rollers. 



Developed and manufactured by 
the leader in instrumentation 
recording —Revere-Mincom in 
Camarillo. 


Revere-min com Division 

300 SOUTH LEWIS ROAD • CAMARILLO. CALIFORNIA 93010 
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from the rotating gears of the conventional desk calcula¬ 
tor, that it had been hard for many to believe they could 
do a more complex job and do it with incredible speed. Re¬ 
member, this was in 1939. 

It is believed that this relay computer was the first 
(at least in this country) to employ binary components. 
Succeeding Bell relay computers were binary also, as, of 
course, are all modern high-speed computers. 

At last, in January of 1940, after some months of de¬ 
bugging and testing, the Complex Calculator (as it was 
now called) was set up in the Bell Laboratories building 
at 463 West St., New York City, and turned over to the 
calculations people in the mathematics department. The 
girls were entertained when a small new bug cropped up 
causing the teletype to print out BOO several times. Witch¬ 
craft? 

Originally it had been thought that only complex multi¬ 
plication and division were complicated enough to be 
worthy of the new machine, but it was soon found that 
complex additions and subtractions were so mingled with 
the difficult operations that there were many interrup¬ 
tions. A few relays were added, and then we had sub- 
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Mainframe of the Complex Calculator (Model I) 


If your computer works in Fortran IV, Algol, 
Cobol II or Bal and you don’t, you’re wasting time, 
money, and specialized personnel on the old con¬ 
version-computation-conversion routine. 

An IDI Computer Controlled Display System 
can solve this problem for you because it does 
speak English — or graphics, or alphanumerics or 
whatever else you use—and you need no special¬ 
ized training or interpreters. With a light pen, key¬ 
board, track ball or other man-input device you 
feed graphic or alphanumeric data directly into 
the computer and your answer comes back as 
graphics or alphanumerics — immediately usable 
without conversion. 

IDI Computer Controlled Display Systems 
eliminate the people-wasting need for conversion 
of data at both ends of the computation. 

IDI Computer Controlled Displays are ideally 
suited for such applications as 


• Computer aided 
design 

• Management 
information 

• System Simulation 


• Command and Control 

• Program debugging 

• Pattern recognition 

• Automatic Checkout 

• Information retrieval 


On-line problem solving 


We’ll send you more information at the drop 
of a postcard. 


INFORMATION DISPLAYS, INC. 

102 E. Sandford Blvd., Mount Vernon, N.Y. 10550 
(914) OWens 9-5515 
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The PI-1200 Digital Data Recorder is the busiest 
worker in the computer room. It takes synchronous 
dictation from a computer at 0 to 20,560 char¬ 
acters per second, without errors or erasures. 
And it reads just as fast. Need to check what’s 
been written? The PI-1200 searches the tape in 
either direction, at 37.5 ips, stopping on 
a record gap. 

The PI-1200 has other skills too. Such as a slew 
rate for writing 0 to 1600 characters per second in 
incremental blocks and reading the same thing 
at 0 to 1100 characters per second^ stopping on a 
character. Or, an asynchronous rate of 0 to 300 
characters per second for writing random data 
bit by bit in 200, 556, and 800 BPI formats... 
with no mistakes. (Optical bit spacing accuracy 
is 4 times better than IBM specified tolerances.) 
The PI-1200 reads at 0 to 300 characters per 
second, too, for 200 or 556 BPI. 

With all the skills the Pi-1200 offers, it will work 
with any data system —computers, encoding 
typewriters, paper tape punchers, teletype lines, 
dataphones, counters —you name it. 

Hire the PI-1200 now. It fits comfortably in a 19" 
rack and its salary is low. For a resume, or to 
arrange an interview, call or write Precision 
Instrument, 3150 Porter Drive, Palo Alto, 

California. (415) 321-5615. Or call one of our 
representatives. 

We’re worldwide. 

PRECISION 

INSTRUMENT 
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traction and addition too. This easy alteration, in so com¬ 
plicated a machine, pointed up its flexibility as contrasted 
with mechanical machines. 

Another group outside the mathematics department did 
a large volume of complex computations, so not long after 
the original installation it was decided to add a second tele¬ 
type in another part of the building for the convenience 
of this other group. A third was added later in another 
location. Any of the three teletypes could be used on a 
first-come basis, and thus this first Bell relay computer 
included a feature only now appearing in some of the 
larger computers: multiple input positions with the lockout 
facilities required for this type of operation. Even in 1940, 
in a crude way, we had a time-sharing system. 

Further, while the computer had been specifically de¬ 
signed to handle the four complex number operations, 
users soon found that with certain special variations the 
computer could be used advantageously for other types of 
problems. 

About the time the Complex Calculator was set up and 
operating well, Sam and I washed our hands and settled 
down to our customary work, pausing occasionally to go 
and peek at our baby, to make sure it was eating, sleeping 
and operating well. Soon we learned that it was to show 
off its tricks in public. 

the public debut 

Through Dr. Fry came a request for a paper on the 
computer to be presented at the September 1940 meeting 
of the American Mathematical Society at Dartmouth Col¬ 
lege. Originally it was planned to present the paper with 


First demonstration of remote use of computer occurred at 
Dartmouth College in September , 1940. Teletype was 
linked to processor in New York City. 




Common 

denominator 


What's a CRT 
got to do with Planes, 
Power Plants, Punch Tape 
and Physiology...? Plenty! 


Planes need a CRT with resistance to extreme 
shock, severe vibration and high altitudes. 


For Power Plants—the Atomic kind—a 5-inch 
tube with helical resistance winding to insure 
a smooth voltage gradient is needed. 


Punch Tape Computer Systems call for a 19- 
inch model with an aluminized screen for in¬ 
creased light output. 


Physiological studies demand a CRT able to 
display four phenomena simultaneously. 


builds them all. Tomorrow our ever¬ 
growing list of industrial applications may in¬ 
clude CRT's to help make peanuts, parachutes, 
petticoats—or your product. Write today for 
the complete (PTj] capability story. 


GENERAL 


GENERAL 
AT RONICS 

ELECTRONIC TUBE DIVISION 
PHILADELPHIA • PENNSYLVANIA 19118 
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YOU ARE READING COPY THAT WAS 
PRINTED AT 1200 LINES PER MINUTE 
WITH A CI-AN COMPUTER INTERFACED 
PONY PRINTER. THIS HIGHLY RUGGED 
and reliable MACHINE BRIDGES THE 
GAP BETWEEN EXPENSIVE HIGH SPEED 
PAGE PRINTERS AND SLOW AUTOMATIC 
TYPEWRITERS. NOW» IT IS POSSIBLE 
TO GET PRINTOUT RATES COMPATIBLE 
WITH SMALL SCALE GENERAL PURPOSE 
DIGITAL COMPUTERS FOR AROUND OnF 
quarter the cost of a high speed 


THE PONY PRIMER IS PRICED SO 
AS TO OFFER THE MOdT ECONOMICAL* 
INTEGRATED, MEDIUM TO HIGH SPEED 
PRINTING SYSTEM AVAILABLE TODAY. 
THE DOLLAR SAVINGS, TC THE USER, 
ARE MADE POSSIBLE 8Y EMPLOYING A 
HALF PAGE FORMAT THAT ALSO LENDS 
ITSELF TO CLICK AND easy reading 
OF LISTINGS AND TEXT. THROUGHPUT 
RATES AS HIGH AS 1280 CHARACTERS 
PER SECOND are POSSIBLE WITH THE 
PONY PRINTER ALONG WITH MULTIPLE 
COPY PRINTOUT. 


THE PONY PRIMER HAS STANDARD 
INTERFACES FOR MOST OF THE SMALL 
SCALE COMPUTERS AVAILABLE TODAY. 
AMONG THESE ARE THE POPS AND THE 
PDPE-S* The DDP116, THE 0A7A-640 
AND THE $0592 * IN FACT, THE PONY 
PRINTER CAN BE EASILY ADAPTEC TC 
INTERFACE WITH ANY COMPUTER THAT 
WILL TRANSFER OUT A CHARACTER AT 
A TIME AND USES A SIX BIT DEVICE 
ADDRESS. ALSO, EITHER PROGRAMMED 


COMPUTER INTERFACED 


DATA LOGGING, COMMUNICATIONS & COMPUTER PRINTERS 


slides showing the equipment, teletype output and so on, 
and Dr. Fry suggested dictating problems for the com¬ 
puter over a phone link from Hanover to a teletype opera¬ 
tor at Bell Labs in New York City. 

With my usual genius for making things more difficult 
for myself and others, I suggested direct telegraph opera¬ 
tion from Hanover, and this was decided upon. In July, 
Sam Williams designed some transceiving panels which 
were constructed and ready in late August. 

The week before the Society meeting was a frantic one. 
We watched wiremen install the panels in McNutt Hall: 
arrangements were made for a circuit to New York City, 
to be protected against interruption, and finally, the day 
before the meeting, successful remote operation was ac¬ 
complished. There was little time for a shakedown, but 
fortunately all went well, and I went to bed hoping the 
baby would perform well the next day too. 

At the meeting I read my paper describing the machine, 
then Dr. Fry showed how problems could be introduced 
at the scene of the conference and transmitted to the com¬ 
puter in New York. We were then able to point to the 
teletypewriter which typed out the answers within a min¬ 
ute. It is believed that this was the first public demon¬ 
stration of remote operation of an automatic computer, 
and foreshadowed the present growth of data transmission 
services. 

Members of the audience were invited to submit prob¬ 
lems to the computer, and I recall that Norbert Wiener 
was one who tried to stump it, unsuccessfully. This was 
Wiener’s first introduction to the computer concept. Sam 
Williams was in New York monitoring the computing 
equipment, but it was wasted effort. The system worked 
flawlessly. 

The pauses during which the computer solved each 
problem were as impressive as the operating period. The 
speed of computation was phenomenal for that time: only 
30 seconds or so for a complex division comprising three 
multiplications and addition, and two divisions in eight- 
place real numbers. 

A few newspaper reporters, in writing about this demon¬ 
stration, toyed with the idea that some day kids would do 
their homework on a computer. My crystal ball was dusty 
and I put this thinking down to the usual journalistic ex¬ 
travagance. I must admit that I never at that time con¬ 
ceived of the computer as the teaching aid that it has be¬ 
come in very recent times. 

However, the typical habits of the mathematician were 
making me try all kinds of generalizations of the relay 
computer idea. In 1939 and early 1940, I had made some 
specific proposals for improvements on what we already 
had, and I was anxious to implement them. 

Unfortunately, the Complex Calculator had been so ex¬ 
pensive that Bell Laboratories felt it impossible to invest 
money in further developments. The Calculator develop¬ 
ment, design, drafting, equipment, construction and de¬ 
bugging had cost $20,000—an astronomical sum in those 
days. 

Then came World War II, and suddenly we were all 
plunged into unusual work and expenditures. In the second 
half of this article I will tell more about the life and times 
of the relay computers, the succeeding models of which 
we designed at Bell Laboratories for various military pur¬ 
poses. ■ 

(Next month the concluding article will reflect on the 
developments during the tear, and describe the last models 
in the series.) 
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CONVERSATIONAL 
COMPUTING 
ON A 

SMALL MACHINE 


by DAVID J. WAKS 

Many people have computational problems 
which could most economically be solved with 
digital computers, yet which are still solved by 
pencil-and-paper or desk-calculator techniques, 
at a high cost in time and convenience. Three major bar¬ 
riers exist to putting these problems on computers: 

1. The time required to bring them to the computer, 
wait for them to be run, and bring back the results 
is intolerable; 

2. The problems are of a scale for which the time spent 
in explaining them to a programmer is large com¬ 
pared to the time required to solve them by hand; 

3. The man with the problem, who should, therefore, 
write the program himself, is not a programmer, and 
doesn’t want to have to become one to solve his 
problems. 

This problem is referred to as being that of “bringing the 
computer to the user,” and is one of the most important 
problems in the computer business today. 

Any solution to this problem requires two prongs: hard¬ 
ware to physically place a computing facility at' the user’s 
disposal; and software to make the computing system ap¬ 
proachable by providing an interface with the hardware. 

time-sharing as a solution 

It is widely believed that the best solution is to share a 
large computer among many users, in order to reduce 
the cost per user of the hardware and the software. This 
requires the construction of an elaborate hardware sys¬ 
tem and, typically, an even more elaborate software sys¬ 
tem largely devoted to solving the problems imposed by 
the complex hardware. Such systems physically bring the 
computer to the user by giving him a personal console. 

The software, on the other hand, leaves him as far from 



the computer as ever before. This is because most such 
software systems are “open” in the sense that the entire 
computer system is available to the user—in fact, much of 
the hardware/software design effort is devoted to main¬ 
taining this illusion for the user. The txouble is that only 
an experienced programmer can really use these “open” 
systems. The last thing the true user , as opposed to pro¬ 
grammer, wants or needs is to have to learn about a com¬ 
plex hardware system and even more complex software 
system (in most systems he must read three or four manuals 
just to be able to write a fortran program and get it 
running). The inexperienced user desperately needs to be 
isolated from the hardware and software. He must have an 
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environment expressly created for his use in solving his 
problems. 

The first time-shared system specifically directed toward 
the totally inexperienced user was the Rand Corporation s 
johnniac Open-Shop System (joss). The major goals in 
the development of joss were: (1) it should be easily 
approachable by somebody completely inexperienced in 
computer programming; (2) it should be largely self-teach¬ 
ing—i.e., once a user has some basic knowledge, the use of 
the system should teach him the rest; (3) the user must 
be completely isolated from the computer—i.e., he neither 
knows nor cares about what’s going on inside; (4) the 
user must be protected against his own errors, so that, for 
example, there is no way for him to inadvertently destroy 
his program or the system; (5) there should be a minimum 
number of arbitrary conventions which the user must learn, 
joss was implemented on the johnniac computer, and 
provided its facilities to up to eight users simultaneously. 

an alternate solution 

A completely different solution to the physical problem 
is to give the user an entire computer for his own use. 
This is quite attractive if the computer is priced low 
enough, since the cost of a console in a time-shared sys¬ 
tem, including communications hardware on the large 
computer, is comparatively high (about $13 an hour or 
so). The lease price of a small computer, available 24 
hours a day, might well be less than the price for two- 
hours-a-day use of a console in a time-shared system. The 
problem, however, is whether a user-oriented software 
system can be built for a small computer. 

Last August, Digital Equipment Corp. announced the 
pdp-8/s computer, compatible with its pdp-8, but con¬ 
siderably slower and considerably lower priced. The mini¬ 
mum configuration of the pdp-8/s has 4K 12-bit words 
of memory, an asr-33 Teletype, and an average instruc¬ 
tion execution time of about 50 microseconds. This con¬ 
figuration sells for $10,000, making it one of the lowest- 
priced stored-program computers on the market. Physical¬ 
ly, the pdp-8/s with its Teletype occupies part of the top 
of a desk, plugs into an ordinary electrical outlet, and re¬ 
quires no air conditioning. 

When the author first learned of dec’s plans for the 
pdp-8/s, he became interested in the feasibility of imple¬ 
menting a joss-like system which would operate on a 
minimum pdp-8/s. The result of the feasibility study is a 
program, the Engineering and Scientific Interpreter (esi), 
which provides most of the facilities of joss to a single 
user on a minimum pdp-5, pdp-8, pdp-8/s or linc-8 (all 
program-compatible machines). 

esi is designed as a self-contained system which greatly 
simplifies the programming and debugging of modest-scale 
programs. The system is highly interactive with the user, 
making the transitions from design to coding to debugging 
to operation of programs very smooth and continuous. The 
user can try something out immediately, see if it works, 
discard it and try something else if it doesn’t, or build on it 
if it does. The system .is very easy to learn to use, taking 
less than an hour in most cases. The rules for construction 
of programs are very concise, and are summarized on one 
page. 

a description 

As in joss, statements in esi have the form of English 
imperative sentences. Every statement contains a main 
clause which starts with an imperative verb (such as 


I. SAMPLES OF.-DIRECT—STATFMFNTS: 


1,2 -DELETE Abt- 

3 -TYPE 2+2* 

-SET X * 5* 

-TYPE X. 

X = 5 

-TYPE x»3, X/7, SGN(X)* SGRTCX). 
X * 3 » IPS 

4 X/7 = .7142857 

5 SGNCX) = 1 

SPRTfX) = P.236P6* 

-TYPF X*Y• 

6 ERROR PROVE: UNDEFT NFC 

-SET Y = -7 

7 F.RPOR PROVE: F.H? 

-RET Y - -7. 

-TYPF XY. 

8 ERROR PROVE: EH? 

-TYPF X*Y• 

X*Y = -35 

9 -SET A = 3E-40. 

-SET R = P»P. • 

10 EE POP PROVE: EXPONENT 
-SET C = 0. 

ERROR PROVE: UNDEFINED 
- SET C = 0* 

-TYPE a/c. 

11 PRPOP PROVE: 0 DIVISOR 

12 -FOP I = PC 3)5# TYPE I , It 3* 

7 - p 

It? = R 

I = 5 

11 3 = IPS 

-SET At 13 = 3. 

15 ERROR PROVE: SUBSCRIPT 

14 -DELETE A. 

-SET PC 1 3 3 3* 

15 -FOR R=4(2>10, SET ACR/27 = Rt?. 

16 -TYPF ALL VALUES* 


A C U = 3 

PCP] = 16 

AC 3 3 = 3 6 

PC d3 = 64 

PC53 = 100 

C = 0 


X = 5 

Y *= - 7 

-IK X = 5# TYPE "YES"* 

YES 

18 -IE Ftp < 10*p, TYPE THAT’S ? 

-IE I»2 < 10* R, TYPE "THAT’S RIGHT*"* 
THAT’S RIGHT* 

-DELETE ALL. 


II. SAMPLE USE OF INDIRECT STATEMENTS-COMPUTE 
THE AREA AND CIRCUMFERENCE OF A CIRCLE, GIVEN 
ITS RADIUS. 


19 

20 
21 


22 

25,24 

25 

26 


27 


28 


29 

50 


51 


52 


55 


54 


-DELETE ALL* 

-1*1 DEMAND R* 

-DO STEP 1*1* 

P a -3 

-1*2 SET A = P*Rt?. 

-1*3 SET O = 2*P*R. 

-1.4 TYPE "IE RADIUS IS"R”* THEN AREA IS"A"* AND CIRCUMFERENCE IS"C* 
-DO A-PART 1* 

R = - P 

ERROR IN STFP 1*P: UNDEFINED 
►P= 3• 1415927 
-DO PART )• 

IF RADIUS IS 2* THEN AREA IS 12*56637* AND CIRCUMFERENCE IS 12*56637 
-1*5 TO STFP 1*1* 

-DO PART 1* 

IF RADIUS IS 3* THEN AREA IS 28*27434, AND CIRCUMFERENCE IS 18.R4956 

lV RADIUS IS 17* THEN AREA IS 907*9204, AND CIRCUMFERENCE IS 106*8142 
INTERRUPTED IN STEP 1*4 
-TYPF R* C* 

R = 17 

0 « 106*8142 

-GO* 

R e - 1/P 

IF RADIUS IS *3183099* THEN AREA IS .31831* AND CIRCUMFERENCE IS 2 

r = -p/p 

IF RADIUS IS *6366197* THEN AREA IS 1*273239* AND CIRCUMFERENCE IS 4 

INTERRUPTED IN STEP 1*4 

-CANCEL* 

CANCELLED 
-DELETE STEP 1*1* 

-2.1 FOR R = 10(5>2P, DO PART 1* 

-DO PART 2* 

IE RADIUS IS 10* THEN AREA IS 314.1593* AND CIRCUMFERENCE IS 62-83186 
ERROR IN STEP 1*5* STEP # 

-DELETE STEP 1*5* 

I p 0 RADI US IS 10* THEN AREA IS 314. 1593* AND CIRCUMFERENCE IS 62.83186 

IF RADIUS IS 15* THEN AREA IS 706*8584, AND CIRCUMFERENCE IS 94*24779 

IF RADIUS IS 20* THEN AREA IS 1256*637* AND CIRCUMFERENCE IS 125*6637 

-TYPE ALL* 


1*2 SET A = P*Rt2* 

1*3 SET C = 2*P*R. 

!. A type "IF RADIUS IS"R"* THEN AREA IS"A", AND CIRCUMFERENCE IS C* 
2*1 FOR R = 10(5)20, DO PART 1* 


A = 1256*637 

C = 12 5* 6637 

P = 3* t4j 593 

R = P 5 


-DELFTF ALL* 
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type, delete, set, go) and ends with a period. Frequent¬ 
ly there are parameters between the verb and the period- 
such as type x. Any clause which does not involve the 
transfer of control can be preceded by one or more itera¬ 
tive clauses which begin with the word for and end with 
a comma. Any statement, including one which contains 
one or more for clauses, may be preceded by a condi¬ 
tional clause which begins with the world if and ends 
with a comma. Thus, the following is a perfectly legal 
statement: 

IF X = Y, FOR I = 1(1)n, FOR J = 1 ( 1 ) N, TYPE A[l,j]. 

The printouts on p. 46 constitute a user’s manual for esi. 
Two pages of “conversations” with esi, plus explanatory 
notes on those conversations, constitute an introductory 
primer; the last page, Permissible Forms in ESI-B, is a 
concise summary which should be the only manual 
necessary after starting to use esi. 

In reading the conversations with esi, the reader should 
look at the notes only if he doesn’t understand the state¬ 
ments in the conversation. Much more can be learned by 
trying to figure out what’s happening than by always re¬ 
ferring to the notes. 

1. A back arrow (<—) is typed whenever esi wants 
the user to say something. Thus, any line beginning 
with a back arrow was typed by the user; any with¬ 
out the back arrow by the computer. 

2. delete all commands esi to clear user storage of 
everything associated with the preceding user pro¬ 
gram. 

3. type commands the evaluation and typing out of one 
or more arithmetic expressions. 

4. All results are stored and presented as decimal num¬ 
bers with exactly seven decimal digits of precision. 

5. The sgn function is the “sign” or “signum” function of 
mathematics. 

6. A variable, such as y here, which has not been set to 
any value is considered to be “undefined” and any use 
of it in an arithmetic expression is flagged as an error. 

7. Every statement in esi is an English sentence, and 
must end in a period. 

8. This command is meaningless, since xy is not a valid 
name for a variable (the only valid names are the 
single letters a through z), and the multiplication 
sign is missing if the intention was to evaluate the 
product of x and y. ,/ 

9. The single letter e means “times ten to the.” Thus 
3E-40 is esi’s notation for 3 x 10. 40 

10. All numbers stored by esi must be in the range of 
10“ 63 to 10 63 . The number “At 2” is out of this 
range. 

11. esi treats any attempt to divide by zero, including 

as an error. 

12. In this iterative statement “i” will take on values be¬ 
ginning with 2, increments of 3, until 5; i.e., 2 and 5. 

13. a has already been assigned a value as an unsub- 
scripted variable. It cannot simultaneously be sub¬ 
scripted. 

14. delete commands esi to make the variable “unde¬ 
fined.” It can now be used with a subscript. Note 
that no declaration (such as dimension) is required 
before using a variable with subscripts. 

15. A more complicated example of subscripting; the sub¬ 
script expression is R/2. 

16. type all values commands esi to type out the values 
of all defined variables. 

17. Note that the values of i and r, after the completion 
of iterative statements involving them, are not the 
terminal values specified by the for statement. 

18. A question mark (?) typed as the last character of a 
line causes the entire line to be completely disregarded 
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SIEMENS 


Teleprinter 100 

for Internal Data Networks 



Lower Price 
Higher Speed 
Faster Delivery 

The Teleprinter 100 is used by railroads, utility and 
pipeline companies, plants, department stores, many 
other organizations, to transmit and receive data on 
internal communications networks. It is compatible with 
all systems—over 100,000 are now in use 
In over 100 countries. 

Up to 13 characters per second. 5 level code. 

Transmits to one unit, several or all units in system. 

Low noise level. Makes up to 12 carbons. Sends in red, 
receives in black, or vice versa. Receive-only units 
available. Tape reader and tape punch attachments. 
Many special features. 

Available on sale or lease basis. 


SIEMENS AMERICA INCORPORATED 

350 Fifth Avenue, New York, N.Y. 10001 

A Corporation of THE SIEMENS GROUP IN GERMANY 
Berlin • Munich • Erlangen 
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407 McGill Street, Montreal 1, P. Q. 
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Input lagging? 
Printout piling up? 




Need help in handling computer informa¬ 
tion— both input and printout? Acme 
Visible Flexoline is simple, rugged. Yet a 
single unit holds up to 32,000 customer 
code numbers for computer input and lets 
you locate them as fast as complex 
gadgets costing many times more. The Centrac Rotary 
centralizes thousands of items of printout 
and makes them commonly accessible to 
several seated workers push-button fast. The 
VeriVisible high speed retrieval unit puts up 
to 10,000 edge-punched or magnetic stripe 
cards at an operator’s fingertips—lets her find, 
feed and refile cards faster than machine 
can process them. Whatever type business 
automation you use, Acme can help you de¬ 
sign a peripheral system to keep pace with it. Look in the 
phone book for your nearby Acme representative. He’s ex¬ 
pecting your call in one of our 76 branch offices. 


ACME 


VISIBLE 


Systems for information access and control 


7504 West Allview Drive, Crozet, Va. 22932 
In Canada: Acme Seeley Business Systems Ltd. 



by esi. This is used both for the deletion of seriously 
mistyped lines (see note 23 on the use of rubout to 
delete minor errors) and for comments. 

19. If a number is typed preceding a statement, the state¬ 
ment is not executed immediately, but is stored away 
associated with that number, called its “step number.” 

20. do step commands the execution of a previously 
stored step. 

21. demand (here being executed in step 1.1) requests 
from the user a value for the indicated variable (in 
this case r). Note that the back arrow (<-) again 
indicates that esi has given control of the Teletype to 
the user. 

22. Previous type statements illustrated the typing of 
evaluated arithmetic expressions (type xW.) and of 
character strings (type “that's right”.) This exam¬ 
ple illustrates how a single type statement may mix 
these two forms. Chatacter strings in quotes alternate 
with arithmetic expressions (in this case, note that 
r, a, and c are very trivial arithmetic expressions). 

23. The user can type rubout to delete a typing error. 
Each rubout deletes one character and types a 
back arrow to indicate this. Any number of characters 
can be deleted this way; if rubout is typed with the 
input line completely empty (all characters rubbed 
out), the bell is rung. 

24. The digit preceding the decimal point in a step num¬ 
ber is called the part number, and must be in the 
range of 1 to 9. All steps with same part number are 
considered to be a part of the program. The do part 
command causes each step of the part to be executed 
in step number order. At the end of execution of the 
last step (the one with the highest numerical step 
number), control returns to the step following the 
do part if it was executed from an indirect (stored) 
statement or to the user if it was executed as a direct 
statement (from the Teletype). 

25. We forgot to give a definition for p. Note that the 
error was not detected until the statement was exe¬ 
cuted. 

26. This illustrates an abbreviated form of the set state¬ 
ment which can only be used as a direct statement 
(executed immediately rather than being stored away). 
p is, of course, 7 r. 

27. to step causes the designated step to be executed 
next, rather than the next step in step number order. 
Note that step 1.5 is inserted following step 1.4, caus¬ 
ing the entire program to be a five-step loop. 

28. At any time during the execution of a program, the 
alt mode key on the Teletype can be typed. At the 
end of execution of the current steps, the execution 
of the program is interrupted and 'an appropriate mes¬ 
sage is typed. When execution is suspended, the only 
legitimate statements are go, cancel, and type. 

29. go commands that the interrupted program be con¬ 
tinued where it left off. 

30. The user may type any arithmetic expression in re¬ 
sponse to a demand but must make sure that only 
defined variables are used in the expression. 

31. cancel commands that the execution of the program 
be cancelled. It cannot now be continued with go. 

32. At this point, we have decided to evaluate the area 
and circumference for a given range of values of the 
radius. We therefore delete the demand statement 
and insert iterative statement as part 2. 

33. We forgot to delete step 1.5, which now refers to a 
non-existent step number. 
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34. type all commands the typing of everything current¬ 
ly stored by esi— that is, all steps and all values. 

The storage allocation of esi provides the user of a 
minimum (4K) machine with about 800 words of core 
(600 if the optional sin, cos, sqrt functions are added). 
This user core is used to store program steps, subscripted 
variable elements, and work space for the system; unsub- 
scripted variables do not occupy any space in user storage. 
If no steps are stored, there is room for about 130 array 
elements; if no subscripted arrays are used, there is room 
for about 60 program steps. The system provides for the 
free trading of program steps for array elements; any par¬ 
ticular program will strike some balance between them. 
This amount of storage is adequate for the program and 
data for the inversion of a 6 x 6 matrix, for example. 

The response time of the system operating on the pdp- 
8/s is very good. Program editing (insertion and deletion 
of steps) usually is unnoticeable; simple direct statements 
are also executed very fast. The time required for the execu¬ 
tion of indirect statements is, of course, a function of the 
complexity of the program, but is quite comparable with 


PERMISSIBLE FORMS IN ESI-R: 


DIRECT OR INDIRECT: 


DIRECT ONLY: 


SET C = A*R+C*f>. 

SET CCI*J3 = RCI- 1*JtP3-CCI+1* J/PJ 
SET Y = IPCX/I). 

FOR I = ICON* SET AC I 3 = RCI3*CCI3. 


DELETE STEP 1•1• 
DELETE HART ?• 
DELETE ALL PARTS* 
DFLETE ALL* 


DO PART 3. 

FOR P = 0CP. 1)|*5# DO PART P* 

DO STEP 3*7* 

FOR .J = N(- 1) 1# DO STEP 7*35?* 

TYPE P+3+5* 

TYPF. X* 

TYPE X* I PCX)* SGNCX)* APSCX). 
FOR I * 1< 1 )N* TYPE AC I 3• 

TYPE "THIS IS A STRING". 

TYPE "THF SQUARE OF" X "IS" Xtf>, 
TYPE STEP P.3. 

TYPF PART 6. 

TYPF ALL PARTS. 

TYRE ALL VALUES. 

TYPE ALL. 

DELETE X. 

DELETF AC 1*33* B£I*J3* C* D. 
DELETE ALL VALUFS. 

FOR I = K1>N# DFLETE ACI3. 


X = 3+ABSCA-B) 

Y = Z+R 
Z = 14 

AC 1 3=1.3E-6 
AC-433 = 1*414E+32 
AC?3 = 3175*2 


INDIRECT ONLY: 

1.1 TO STEP 1-7. 

1.7 TO PART 4. 

P.3 END. 

4. 1 STOP. 

6. 1 DEMAND X- 
7.35 DEMAND ACI*JJ. 
8. 1 DEMAND AC 453 . 


LINE. 


CONDITIONAL CLAUSES: 


NUMBERS: 


OPERATIONS: 


IE A = B* 

IF ARSCCN-0)/N) < IE-6* 
IE IPCX) GE I PC Y ) * 

IF SGNCX) NF 1* 

IF (£-p)/C LE D-XtP# 


P 

3.141593 
.003 
0.01 
-3. 7E5 
4.36E-7 
-3.P73E+17 


C) 


RELATIONS: 

< > s GE LE NE 


FUNCTIONS: 

IPCX) INTEGFP PART 

FPC X) FRACTION PART 

SGNCX) SIGN PART 

ARSCX) ABSOLUTE VALUE 
SORTCX) SQUARE. ROOT 

SINCX) SINE 

COSCX) COSINE 


INTERRUPTED OR STOPPED: 

ANY "TYPE" STATEMENT. 
GO. 

CANCEL. 


IS TYPED AND THE RELL RINGS WHENEVER A USER TYPE-IN IS REQUESTED. 

£ AND 3 ARE USED TO DENOTE SU9SCPIPTS« 

? TYPED AT THF END OF ANY LINE CAUSES IT TO BE DISREGARDED. 

"RUPOUT" DELETES THE PRECEDING CHARACTER AND TYPES - TO SO INDICATE. 
STEP NUMBERS ARE IN THE RANGE 1 TO 9.999999. 

VARIABLES ARE THE SINGLE LETTERS A THROUGH 2. 

"ALT MODE" INTERRUPTS EXECUTION OF A PROGRAM AT THE COMPLETION Oh THE 
CURRENT STEP) ON A "DEMAND”* "ALT MODE" CANCELS EXECUTION. 


existing conversational-mode time-sharing systems. The re¬ 
sponse time of the pdp-8 for indirect program execution 
is consistent with the 15-time speed advantage of the 
pdp-8 over the pdp-8/s. 

In summary, esi provides a powerful tool for the solu¬ 
tion of modest size numerical computational problems. 
Many problems currently solved by hand can now be com¬ 
puterized at a reasonable cost. Furthermore, it offers a 
reasonable alternative to the cost and complications of 
time-shared use of a larger computer. ■ 
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913-1431-1631-525 
illuminated switch 



913-1227-1571-525 
non-iliuminated switch 


DIALIGHT 


CORPORATION 


913 SERIES 

ILLUMINATED 

MOMENTARY 

ACTION 

SWITCH 

FOR COMPUTER, 
DATA PROCESSING 


MOUNTS IN 3/8" HOLE 
ON 19/32" CENTERS 

• 

OTHER DIALCO SWITCHES: 

513 Series—Momentary Action, 
Incandescent or Neon light sources, 
for 1/2" clearance hole. 

Check Reader Service.Card #35 

522 Series—Momentary Action, 
Incandescent light sources, 
for 3/8" clearance hole. 

Check Reader Service Card #36 


/dialcB/ 


Dialco’s leadership and 
experience in the field 
of indication provides 
an ideal background for 
the design and manu¬ 
facture of reliable Push 
Button Switches. The 
913 Series is one more 
of the many new switch 
series now available. 

913 Series: Momentary 
action; with or without 
non-replaceable Neon 
Lamp. The series pro¬ 
vides a choice of 
S.P.S.T. double break, 
N.O. or N.C. or S.P.D.T. 
double break, two cir¬ 
cuit (one N.O., one 
N.C.) switching; the in¬ 
tegral resistor may or 
may not be included in 
the switch housing. 

Use is with low currents 
at higher voltages — or 
for dry circuits. Ratings 
are 0.1 amp, 125V AC 
or 0.1 amp, 30V DC 
(non-inductive). Life is 
one million operations 
(approx.). Terminals are 
gold plated. 

Price: 

As low as $1.11 each 
in 1000 lot quantities. 

Ask for new 
catalog today! 


Foremost Manufacturer of Indicator Lights 

• DIALIGHT CORPORATION 


60 STEWART AVENUE, BROOKLYN, N.Y. 11237 


CORPORATION 

212 497-7600 
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We’re looking out 
for you—by looking after 
your customers! 



Speedreader 7500. Uptime card readers 
are easily modified to special reading rate 
ranges. 


Almost-every high-speed card 
reader or card punch we’ve built 
in the last seven years was de¬ 
signed and manufactured for a 
customer whom we did not meet 
until after the sale. He is the 
customer of our customer, who 
is the EDP system manufacturer 
or assembler. 

Our continuing job is to sup¬ 
port our customer, the OEM, 
with unusual attention to the 
details of his customer’s require¬ 
ments. We begin at the design 
stage and follow through with 
post-installation trouble shoot¬ 
ing.The Uptime policy on re¬ 
sponse time to field problems is 
to have competent people on the 
job in a matter of hours. 



Speedreader 400. Uptime readers avail¬ 
able in three series, with reading rates of 
400, 800, and 7500 cards per minute. 

This is what Uptime should mean 
to you when it is spelled with a 
capital U. May we help you to 
help your customer today? 



uptime corporation 

15910 W. 5th Ave. • Golden, Colo. 80401 • 303:279-3351 
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The 
Chairman’s 
Welcome 


by BRIAN W. POLLARD 

The 1967 Spring Joint Computer Con¬ 
ference is the thirtieth event of its 
type sponsored by afips and its pre¬ 
decessor organizations, and it will be 
the largest in history. More than 5,000 
computer scientists and 110 exhibitors 
will convene in Atlantic City’s Con¬ 
vention Hall, reflecting the tremen¬ 
dous growth of the computer industry 
in a relatively short time. It is my 
pleasure to invite everyone who is in¬ 
terested in the information processing 
field to attend this meeting. 

A broad technical program consist¬ 
ing of 34 sessions will be presented. 
Four general areas of wide and di¬ 
verse interest—hardware devices, logic 
and computer organization, program¬ 
ming and applications, and analog/ 
hybrid systems—will be discussed. 

The keynote address, “National 
Data Banks and Privacy,” will be de¬ 
livered by Rep. Cornelius E. Gal¬ 
lagher (D-N.J.). A member of Con¬ 
gress for the past eight years, he is 
chairman of a special congressional 
subcommittee studying the invasion 
of privacy. He also will lead a three- 
man panel discussion on “The Privacy 
Problem” April 18 at Convention Hall. 
The other panel members are Stanley 
Rothman, TRW Systems, and Pro¬ 
fessor Alan F. Westin, Columbia Uni¬ 
versity. 

Those familiar with past confer¬ 
ences will notice a significant increase 


in the number of panel discussions. 
Seven sessions devoted to this purpose 
will provide a forum for open dis¬ 
cussion and debate. 

Maj. Gen. John W. O’Neill, chief of 
the Air Force Electronic Systems Di¬ 
vision at L.G. Hanscom Field, Mass., 
will be the featured speaker at the 
banquet on Wednesday evening, April 
19. He will discuss user-oriented com¬ 
puter technology. Gen. O’Neill is re¬ 
sponsible for developing, acquiring, 
testing and delivering electronic, com¬ 
puter-based command and control 
systems for the Air Force. 

Highlights of the technical sessions 
will include papers on: illiac iv— its 
logical structure and its systems and 
applications programming considera¬ 
tions; logic-in-memory—describing 
magnetic, semiconductor and super¬ 
conductor techniques for special pur¬ 
pose memories which have logic capa¬ 
bility within the memory cells; and 
analog hybrid applications. 

Interesting panel sessions will in¬ 
clude thought-provoking discussions 
of “What’s New in Programming,” 
“Should There Be Standardization of 
Machine Instructions,” and a special 
session on “Management Conditions 
for Management Information Sys¬ 
tems.” 

One session expected to attract the 
interest of those outside the edp com¬ 
munity is “Aspects of Computer-As¬ 


sisted Instruction.” Following presen¬ 
tation of the session’s technical papers 
on Wednesday morning, April 19, Dr. 
Duncan Hansen of Florida State Uni¬ 
versity; Dr. Sylvia Charp, Philadelphia 
Department of Education, and Mr. 
Donald Frush of ibm will join the 
authors for a panel discussion on cai. 
Professor Hansen also will address a 
special ladies’ session on Thursday 
morning, April 20. He will discuss 
“Computers and Children,” explaining 
computer-assisted instruction, its fu¬ 
ture and how it affects your children’s 
education. ■ 


Brian W. Pollard 
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The _ 

Conference 

Particulars 


They say the temperature averages 
48.6° around April, and there’s 
usually a cooling 14.8-mph ocean 
breeze. There’s a five-mile boardwalk, 
eight-mile beach, six ocean piers, 22 
theatres, 541 restaurants, hundreds 
—and hundreds—of hotels and motels, 
four golf courses, 2000 roller chairs, 
lots of night clubs without gambling, 
a Henry Tussaud wax museum, and 
the world’s largest pipe organ in one 
of the largest convention halls. Oh, 
and they claim Henry Hudson passed 
by Atlantic City in 1609. 

April 18-20, the Spring Joint Com¬ 
puter Conference will be held in 
“Convention City ”—readily accessible 
to Philadelphia, New York and Wash¬ 
ington, but only close enough to one 
computer tour. This 30th AFiPS-spori- 
sored meeting is expecting a crowd 
equalling the one at the last fall meet¬ 
ing in San Francisco. More than 5000 
attendees will be strolling—or rolling- 
on the 15 blocks of boardwalk between 
Convention Hall and Chalfonte-Had- 
don Hall, the convention hotel. 

More than 100 exhibits, showing 
wares valued at $35 million, will be 
set up in the exhibit hall, which 
boasts 320,000 square feet of floor 
space. About 7,500 are expected to 
tour the exhibits, which will be open 
Tuesday, 11-6; Wednesday, 10-6; and 
Thursday, 10-5. 

A highlight of the sjee ’67 will 
be the heavy conference proceedings, 
since about 100 papers will be given 
during the technical program. The 
sessions, 27 paper/panel sessions plus . 
seven panel discussions, primarily cov¬ 
er four general areas: hardware de¬ 
vices, logic and computer organization, 
programming and applications, and 
analog/hybrid systems. 

Considerable attention, however, 


will be given the problems created 
by such advances as time-sharing— 
privacy and security. A major govern¬ 
ment spokesman on the topic, Repre¬ 
sentative Cornelius Gallagher (D.-N. 
J.), will lead off the keynote session 
(Tuesday, 9:30 a.m.) with a talk on 
“National Data Banks and Privacy.” 
One of his major concerns has been 
the danger that a National Data Bank, 
advocated by the Bureau of the Bud¬ 
get, could be converted into a Personal 
Dossier Bank. Joining him on the ros¬ 
trum will be Dr. Alan F. Westin, 
professor of political science at Co¬ 
lumbia Univ., who will speak on 
“Legal Safeguards to Insure Privacy 
in a Computer Society.” A talk on 
the “Meaning of Privacy” will be 
given by Stanley Rothman of raw 
Systems, who is chairman of the afips 
Committee on Privacy and Govern¬ 
ment Information. 

Then a paper/panel session Wed¬ 
nesday morning will treat the tech¬ 
nical aspects of guaranteeing infor¬ 
mation protection. Representatives will 
be on hand from government, re¬ 
search, university and commercial 
organizations working with the prob¬ 
lem. 

Computers in education will be ex¬ 
plored in a paper session on com¬ 
puter-assisted instruction and a panel 
discussion on the expanding role of 
analog and hybrid computers in edu¬ 
cation. Among other panels will be a 
special Thursday morning session pre¬ 
senting management’s viewpoint on 
management information systems: 
what information management needs 
and how much it is willing to pay for 
it. And, in view of, or in spite of, 
government roadblocks to patenting 
programs, a panel will deal with legal 
protection of software. 


The sponsoring societies (Associa¬ 
tion for Computing Machinery, ieee 
Computing Group, American Docu¬ 
mentation Institute, Simulation Coun¬ 
cils, Inc., and the Association for Ma¬ 
chine Translation and Computational 
Linguistics) will also have sessions 
during sjee and the Friday after. 
Those wanting to delve further into 
the privacy and other social issues can 
attend the acm social implications bull 
session (sic-ii) on Wednesday even¬ 
ing, 9-11. 

Advance registration for the con¬ 
ference will be Monday, April 17, at 
Chalfonte-IIaddon Hall, where a pre¬ 
conference cocktail party will be held 
at 5:30 that evening (Pennsylvania 
Room). Registration then switches to 
Convention Hall, Tuesday-Thursday, 
8:30-5. 

A conference reception is back in 
its Tuesday slot, 6-8 p.m. in the Penn¬ 
sylvania Room of the hotel. Wednes¬ 
day evening, a banquet (same place, 
6:30) will highlight a talk by Maj. 
Gen. John W. O’Neill, chief of the 
Air Force Electronic Systems Com¬ 
mand at L. G. Hanscom Field. John 
Backus of UC Berkeley will receive 
the IBM W. W. McDowell award for 
his work in the field of higher level 
languages. 

The one tour on the sjee program 
will be to faa’s National Aviation Fa¬ 
cilities Experimental Center, 20 miles 
from the city. The traditional Com¬ 
puter Sciences Theatre will be show¬ 
ing films in two rooms, A and B, at 
the Convention Hall throughout the 
conference, ending at noon on Thurs¬ 
day. 

Unlike many past conferences, there 
will be no student-oriented, programs, 
although the ladies will) have’a chance 
to hear a talk andj ask! questions on 
how computer-assisted! instruction will 
affect their children. This is given by 
Prof. Duncan Hanson of Florida State 
Univ., Thursday, 10-11:30 a.m., in 
the Solarium of the hotel. 

The city itself promises “health and 
pleasure” in its brochures. (Pure air 
for city-dwellers.) It has every con¬ 
ceivable sports facility including horse¬ 
back riding on the beach, ice skating 
and trapshooting. The night clubs are 
said to have top names, but their 
secrecy for competitive reasons is 
tougher to crack than the Great 
Fortress in the midst of an anti-trust 
investigation. A “wonder” for those 
who collect indescribable restaurants 
is Zaberer’s, outside Atlantic City, 
where the food is said to be good, 
if you can get past the Zaberized 
drinks. 

And if you want, you can stick 
around until September to hear Bert 
What’s-IIis-Name sing: “Here she is, 
Miss You-Know-Who.” ■ 
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APPLIED DATA RESEARCH, INC. 
Princeton, New Jersey 

autoflow software system produces 
two-dimensional flowcharts directly 
from cobol, fortran and assembly 
language source programs. The sys¬ 
tem automatically performs statement 
analysis, page allocation, line drawing 
and rearrangement of program flow. 
Symbols conform to asa flowchart¬ 
ing standards. 

Company will also demonstrate 
esi (Engineering and Scientific Inter¬ 
preter) software that enables a user 
to communicate in English with pdp- 
5, pdp-8, or pdp-8/s computer sys¬ 
tems in an on-line conversational mode. 

CIRCLE 154 ON READER CARD 


APPLIED DYNAMICS, INC. 

Ann Arbor, Michigan 

Being exhibited is the Applied Dy¬ 
namics-Four, a 100-volt solid-state 
analog computer with built-in inter¬ 
face between analog and digital sub¬ 
systems that provides a single control, 
addressing and data-conversion sys¬ 
tem. Programming is accomplished 
by two separate patchboards, a 
3840-hole shielded system for analog 
signals, and a 1920-hole unshielded 
board for programming logic and con¬ 
trol signals. The operational ampli¬ 
fier is solid-state with an output 
range of ± 150 volts, and the system 
can expand to 288 amplifiers. 

CIRCLE 155 ON READER CARD 


AUTO-TROL CORPORATION 
Arvada, Colorado 

Model 3400 curve tracer is a digitizer 
designed for reducing analog graphic 
data to digital form for computer 


processing. X and/or Y true plus and 
minus coordinate values are recorded 
at operator-selected increments on 
mag tape, paper tape or cards while 
operator manually traces the curve. 
Data is formatted by way of an 
operator-wired patch panel. Resolu- 
tion is .001"; accuracy is ± .004". 

CIRCLE 156 ON READER CARD 


BENSON-LEHNER CORPORATION 
Van Nuys, California 

The 8000 series incremental plotters 
operate at a speed of 800 steps per 
second. The 8125 and 8325 feature 
.0025-inch step size; the 8105 and 
8305 have .005-inch step size. Series 
includes Benson-Lehner’s proprietary 
Delta Control Logic. 

Also being announced is the Dig¬ 
ital Drafting System, operating at 



a speed of over 700 inches/minute. 
The system has an accuracy of 
±0.002-inch and resolution of .001- 
inch. dds has computerized logic, a 
non-destruct memory and modular 
design. 

CIRCLE 157 ON READER CARD 


BETA INSTRUMENT CORPORATION 
Newton Upper Falls, Massachusetts 

Cathode-ray tube displays have sol¬ 
id-state circuitry and are for appli¬ 
cations in flying spot scanners, film 
readers, radar display, computer out¬ 
put displays and TV monitors. Dis¬ 
plays utilize 5" flat-face magnetically 
deflected crts. The PD1000 features 
a .0015" spot size; PD1100, .001"; 
and PD1200, .0005". Basic displays 
include video amplifiers, phosphor 
protection circuits, x-y sawtooth gen¬ 
erators and resolved sweep generating 
circuitry. 

CIRCLE 158 ON READER CARD 


COMPUTER SCIENCES CORPORATION 
El Segundo, California 

exodus translation program converts 
programs written for ibm 1410 and 
7010 machines into System/360 as¬ 
sembly language, eliminating the 
need for reprogramming or emula¬ 
tors. Translation retains all original 
program logic. High conversion fac¬ 
tor is due to library of 360 macro 
instructions which interpret portions 
of original coding not translatable on 
a direct basis. 

CIRCLE 159 ON READER CARD 


COMPUTER TEST CORPORATION 
Cherry Hill, New Jersey 

mica-150 semi-automatic circuit 
analyzer is a benchtop tester for DC 
analysis of integrated circuits hav¬ 
ing up to 40 - pin connections. Ana¬ 



lyzer features crossbar switch pro¬ 
gramming, push-button test sequenc¬ 
ing, built-in digital readout, universal 
test adapters, device protection, vari¬ 
able test time and modular construc¬ 
tion. With an accuracy of 0,1%, the 
unit can test all standard i.c. pack¬ 
ages. 

CIRCLE 160 ON READER CARD 


54 


DflTflMflTION 




DATA MACHINES, INC. 

Newport Beach, California 

System-oriented data/6201 i.c. digi¬ 
tal computer interfaces with special- 
purpose components through Party 
Line I/O system; has Micro-EXEC 
facility which permits subroutine 
processing at nanosecond speeds. Of¬ 
fers modular software, up to 32K 
(16- or 18-bit storage) and a mem¬ 
ory cycle time of 1.8 usee. 

CIRCLE 161 ON READER CARD 


DECISION CONTROL, INC. 

Newport Beach, California 

4VS VersasTORE magnetic core mem¬ 
ory system features a 4-usec clear- 
write/read-restore cycle and an ac¬ 
cess time of 1 usee. Available in 
capacities from 256-2048 4- to 16- 
bit bytes, the unit also includes di¬ 
ode-transistor-logic interface circuits. 

CIRCLE 162 ON READER CARD 


DI/AN CONTROLS, INC. 

Boston, Massachusetts 

Series 2000 time delay modules for 
use in timing and control applica¬ 
tions are factory preset to timing 
ranges of from 1-300 seconds, and 
will hold precision to ±2% over a 
wide voltage and temperature range. 
Variations include the Series 2100 
timers incorporating a hold feature 
which enables small increase in the 
time interval after the delay has been 
initiated. Series 2200 timers are re¬ 
cycling unit pulsers. 

CIRCLE 163 ON READER CARD 


GENERAL KINETICS, INC. 

Arlington, Virginia 

Model 3200 magnetic tape tester has 
been designed for users of 3200 fei 
(1600 bpi) computer tape. Instru¬ 



ment checks tape in a single pass op¬ 
eration, uses nine overlapping tracks 
in a 5 + 4 array, and has built-in 
cleaning devices. Modes of opera¬ 
tion include evaluation, rehabilitation 
and certification. 

CIRCLE 164 ON READER CARD 


GENERAL COMPUTERS, INC. 

Los Angeles, California 

Model 200 diode function generator 
is programmed by punched cards. 
Functions are composed of 11 con¬ 
tiguous line segments, and may be 
programmed to any value in range 
of ± 100 volts to within 0.05 volts. 
Frequency phase shift is less than 1 
degree at 1000 cps; programming ac¬ 
curacy is .1%. 

CIRCLE 165 ON READER CARD 


HOUSTON OMNIGRAPHIC 
CORPORATION 
Bellaire, Texas 

Model 6452 recorder has slewing 
speed of l5"/second on x axis and 
20"/second on y axis with 18 cali¬ 
brated DC voltage ranges for each 
axis. Input impedance is 1 megohm on 
all ranges. Mod 6320 recorder uses 



fan-fold paper, allowing a series of 
consecutive records without individ¬ 
ual handloading of sheets. Mod 6650 
is a bidirectional incremental plotter 
in which pen and paper move inde¬ 
pendently in discrete or incremental 
steps at speeds up to 18K increments 
per minute. 

CIRCLE 166 ON READER CARD 


INTERDATA 

Farmingdale, New Jersey 

Model 3 i.c. digital computer is de¬ 
signed for use in process control, real¬ 
time accounting, sequence control, 
data acquisition and education. Sys¬ 
tem has 2-usec cycle time, core stor¬ 
age capacity of 1024-65K (8-bit) 
bytes, sixteen 16-bit registers, and 16- 
and 32-bit instruction word format. 
I/O channel can handle 256 de¬ 
vices on a priority basis in a multi¬ 
plexed transfer mode. Software in¬ 
cludes assembler, subroutines, utility 
routines and algol subsets. 

CIRCLE 167 ON READER CARD 


DATALOG DIVISION 
LITTON INDUSTRIES 
Beverly Hills, California 

Exhibited will be an alphanumeric 
page printer which records over a 
half-million characters per minute on 
photosensitive paper. The MC 8800 
Datalog is a crt printer which ac¬ 
cepts serial data at a rate from 0- 
8800 characters per second. The rec¬ 
ord emerging from the printer is a 
permanent copy. Unit has an mtbf of 
over 8000 hours. 

CIRCLE 168 ON READER CARD 

RIXON ELECTRONICS, INC. 

Silver Spring, Maryland 

PM-24 data transmission modem uses 
phase shift modulation techniques, 
and is for computer systems config¬ 
ured to poll remote stations. The mod¬ 
em transmits 2400 bps over a type 
4003 (4A) voice-grade line without 
adjustments due to high tolerance of 
line distortion, and will operate in 
a bandwidth of 1200 Hz. PM-24A 
operates with a minimum spectrum 
to enhance operation; PM-24B is com¬ 
patible with the Bell 201B data set. 
Error rate is less than 1 in 10 5 at 
a signal to noise ratio of 13 db. mil 
std 188 B interfaces are also avail¬ 
able. 

CIRCLE 169 ON READER CARD 

SYSTEMS ENGINEERING 
LABORATORIES, INC. 

Fort Lauderdale, Florida 

Model 80-816A is a computer-con¬ 
trolled graphic display system avail¬ 
able for use with sel Series 800A 
computers. Unit has 16" crt, P31 
phosphor, .015 spot diameter, and 
electromagnetic deflection. Optional 
equipment includes alphanumeric 
character generator, constant time 
vector generator with intensity com¬ 
pensation, and a light pen for de¬ 
tection and modification of graph¬ 
ic information. 

CIRCLE 170 ON READER CARD 

TALLY CORPORATION 
Seattle, Washington 

System 180 data transmitter reads 
80-column cards, converts to BCD 7- 
level code format, and transmits over 
voice-grade telephone circuits to 
paper or mag tape receivers. Unit 
provides automatic error indicator 
and allows for retransmission of any 
cards received in error. Transmission 
speed is 56 cps. 

Also being announced is photo¬ 
electric tape reader Mod 500R, offer¬ 
ing bidirectional reading speeds from 
100-500 cps synchronously and up 
to 200 cps asynchronously. In wind- 
search mode, unit operates at 1000 
cps. 

CIRCLE 171 ON READER CARD 
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Technical 

Program 



by M. P. CHINITZ 


The sjee ’67 technical program con¬ 
sists of 34 sessions treating four areas 
of broad interest: hardware devices, 
logic design and computer organiza¬ 
tion, programming and applications, 
and analog/hybrid systems. The pro¬ 
gram committee has tried to present 
a balanced program with sessions on 
both theory and practice. Many ses¬ 
sions, especially those on logic and 
organization, will be of interest to 
both engineers and programmers. The 
seven sessions devoted to these sub¬ 
jects of dual interest are. an important 
advantage of joint computer confer¬ 
ences. 

Those familiar with past conferences 
will notice the significant increase in 
the number of sessions scheduled. 
This is mainly due to the large num¬ 
ber of panel discussion sessions. The 
program committee believes that a 
conference should not only be a means 
for presenting quality technical pa¬ 
pers, but should also provide a forum 
for discussion and debate. Seven ses¬ 
sions are devoted exclusively to this 
purpose. 

The subjects selected for panel ses¬ 
sions are ones which may have a 
major effect on future developments 
in the computers arts, but for which 
the eventual direction of development 
is not yet clear. The purpose of the 
panel discussions will be to present 
informally different points of view and 
then to explore these views so as to 
define or clarify principal problem 
areas and benefits. Since the panel 
sessions are not described elsewhere 
in this issue of Datamation, I shall 
list them briefly to indicate the topics 
treated. 


The best approach to large comput¬ 
ing capability. Gary Hollander prom¬ 
ises a lively debate on the best way to 
build the super-computer. Should it 
be a multi-processor, an associative 
parallel processor, an array-type sys¬ 
tem, or can it still be done by the tra¬ 
ditional single processor approach? 
Proponents of each scheme will mar¬ 
shall facts and figures to convince you 
and each other of the value of their 
position. 

The role of analog/hybrid comput¬ 
ers in education. John Evans’ pan¬ 
elists will discuss the new opportu¬ 
nities available for improving and ex¬ 
panding the educational use of these 
systems. 

Will integrated circuits remove the 
military commercial computer split? 
Dr. Van Meter of nasa heads this dis¬ 
cussion on whether the innovation of 
lsi technology will eliminate the need 
for a separate development of military 
computers by enabling the best com¬ 
mercial design practice to meet mili¬ 
tary reliability criteria. 

Should there be standardization of 
machine instruction? A number of 
competitive computers, recently in¬ 
troduced, are essentially identical in 
instruction format and order code 
types. Is this the beginning of a trend 
toward standardizing machine lan¬ 
guages such as has already occurred 
with card and tape data formats? Dick 
Utman will chair a panel discussion 
on the pros and cons of such a stan¬ 
dardization. 

What’s new in programming? In 
spite of the efforts toward standard¬ 
ized programming languages, recent 
application developments have ac¬ 


tually increased their number and 
degree of specialization. This panel, 
chaired by Steve Wright, will discuss 
whether programming can remain a 
unified discipline under these condi¬ 
tions and what direction future lan¬ 
guage developments may have to take. 

Analog/hxybrid techniques for solv¬ 
ing partial differential equations. Rob¬ 
ert Vichnevetsky will lead a discus¬ 
sion on the basis for selecting suitable 
methods for solving pde’s by the new¬ 
er hybrid systems. 

Legal protection of computer soft¬ 
ware. This controversial subject has 
generated considerable interest in the 
programming community. Morton Ja¬ 
cob’s panel will consider the legal and 
economic impact of program patents 
on the data processing industry. 

Panel discussions will also be part 
of several of the technical paper ses¬ 
sions. The spontaneity of give and 
take by the panelists is the unique way 
in which a conference can inform its 
audience, and that cannot be success¬ 
fully duplicated by reading a journal. 

In addition to the panels, three tu¬ 
torial sessions are scheduled. Two of 
these are essentially reports on ad¬ 
vanced work. Dr. Gorn will describe 
his studies on how to structure pro¬ 
gramming languages enabling them 
to grow in a systematic manner by in¬ 
corporating new function definitions. 
This may be a solution to the problem 
considered by Wright’s panel. The 
other session is an orientation to 
illiac iv and is the first public presen¬ 
tation for this Solomon-type com¬ 
puter. This system is expected to be 
completed by 1969 and to have a 
speed of one billion instructions per 
second. The logical organization of 
the computer, the programming sys¬ 
tems planned, and the technique of 
problem structuring to effectively uti¬ 
lize the large arrays of arithmetic 
units will be described. The third 

M. P. Chinitz 
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tutorial is a survey session on simu¬ 
lation languages. Dr. Jon Strauss will 
lead a presentation on the basic prin¬ 
ciples of both digital and analog types 
of simulation languages and will com¬ 
pare and contrast their objectives and 
techniques. 

The remaining 24 sessions are de¬ 
scribed elsewhere in this issue by their 
chairmen. We are fortunate that 
among the technical papers presented, 


Tuesday, 1:00 p.m. 

Room h-j 

Dynamic Allocation of Computing 

Resources 

Chairman: 

Anatol W. Holt 
Applied Data Research 
Princeton, New Jersey 

Resource allocation is the guts of 
all programming even though it has 
only become an identified topic of im¬ 
portance in the context of large com¬ 
puting utilities used for the concurrent 
execution of many independently ini¬ 
tiated computations. 

In programming a specific complex 
task on a specific machine, one is first 
of all constrained by the logic of what 
subtasks feed what other subtasks. 
Within that set of logical constraints, 
there is normally a large area of 
choice, both in the sequencing of 
subtasks, and. the assignment of alter¬ 
nate subunits of the computer for sub¬ 
task accomplishment—choice among 
alternate storage areas, registers, pro¬ 
cessing units, channels; in other words, 
choice in what specific resources to 
allocate to what subtasks. In making 
these choices the programmer solves 
a resource allocation problem which 
is his distinctive contribution. 

In some cases it becomes practical 
for the programmer to express in his 
code, not a fixed schedule of resource 


eight are from foreign countries. Their 
subject matter ranges from cartoon 
animation by analog computers in 
Japan to a time-sharing system in the 
ussr. The program committee feels 
therefore that they have presented 
you with a conference of broad scope 
with more than enough sessions in 
your specialty to stimulate your think¬ 
ing and fully absorb your interest. ■ 


utilization, but rather his policy for 
making of such a schedule. The de¬ 
gree to which this is desirable de¬ 
pends on the degree to which data 
available during the computation in¬ 
fluences the factors contributing to al¬ 
location decisions. Programmers writ¬ 
ing executive programs for time-shar¬ 
ing systems for example, are faced 
with a need to write “schedulers” or 
“allocators” because: a) the alloca¬ 
tion requirements for subtasks (user 
programs) cannot be known prior to 
the computation (operation of the 
time-sharing system), and b) many 
of the subtasks are sufficiently inde¬ 
pendent to permit a large area of pro¬ 
gramming choice as described above. 
Thus, papers on dynamic resource al¬ 
location are really papers about wide¬ 
ly applicable programming principles, 
clearly enough expressed to be amen¬ 
able to embodiment in scheduling 
and allocating programs. 


A Resource Allocation Scheme for 
Multi-User On-Line Operation of a 
Small Computer, by Allen Reiter. 

Effects of Scheduling on File Memory 
Operations, by Peter J. Denning. 

Address Mapping and the Control 
of Access in an Interactive Com¬ 
puter, by David C. Evans and Jean 
Yves Leclerc. 


Tuesday, 1:00 p.m. 

Ballroom 

Managing the Development of Com¬ 
puter Programs—A User's Viewpoint 

Chairman: 

I. D. Nehama 
Bellcomm, Inc. 

Washington, D.C. 

At the 1963 fjcc, the keynote speaker 
recited a list of horrors—cost overruns, 
slipped schedules, missed objectives, 
disappointing performance—experi¬ 
enced by the usaf in the develop¬ 
ment of computer-containing systems. 
He pointed the finger squarely at soft¬ 
ware as the culprit and made a plea 
to the computer profession “to do 
something about it.” The speaker 
could draw little comfort from the fact 
that the same experiences and con¬ 
cerns were shared by the majority of 
computer users, both in and outside 
the government. These concerns are 
even more pressing today as comput¬ 
er-containing systems are being de¬ 
signed to perform more complex func¬ 
tions in a ever-increasing number of 
applications. 

Computer programming has reached 
such a state of technical maturity 
that, in the majority of cases, the de¬ 
velopment of computer programs to 
function as subsystems of larger sys¬ 
tems is becoming similar in nature to 
an engineering undertaking for hard¬ 
ware subsystems. While many tech¬ 
niques have been devised for and used 
effectively in controlling the develop¬ 
ment of hardware systems, until re¬ 
cently little attention has been paid 
to tools for the control of computer 
program development. 

The four papers in this session pre¬ 
sent and discuss methods and proce¬ 
dures that can be used by the user of 
computer programs—i.e., the per¬ 
son (s) for whom the programs are 
being developed and who usually pay 
for them—to ensure that the programs 
perform as intended, are delivered on 
time and stay within agreed costs. 

The first paper develops the con¬ 
cept of computer programming as an 
orderly process whose activities are 
definable and whose outputs are pre¬ 
dictable—the concept of computer pro¬ 
grams as “end items.” The second 
paper explains the concept of con¬ 
figuration management as a control 
tool in the life cycle of the computer 
program. The third paper stresses the 
importance of the technical specifica¬ 
tion, both as a means for the user to 
state the requirements which the com¬ 
puter program must satisfy and as a 
standard for evaluating the perform¬ 
ance of the end items. The last paper 
discusses the extremely important 
topics of design verification and test- 
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ing of computer programs, and pre¬ 
sents procedures which can be used 
during the various phases of develop¬ 
ment to verify the intermediate and 
final end products. 

The Air Force Computer Program 
Acquisition Concept, by Milton V. 
Ratynski. 

Configuration Management of Com¬ 
puter Programs by the Air Force: 
Principles and Documentation, by 
Lloyd V. Searle and George Neil. 
The Technical Specification—Key to 
Management Control of Computer 
Programming, by Burt H. Liebowitz. 
Air Force Concepts for the Technical 
Control and Design Verification of 
Computer Programs, by M. S. Pili- 
gian and Capt. J. L. Pokorney. 


Tuesday, 1:00 p.m. 

Room 20 

Computer Logic and Organization 

Chairman: 

James L. Maddox 
RCA-EDP 

Cherry Hill, New Jersey 

For the most part, computer logic and 
organization of the general purpose 
data processing system is decided by 
logicians. To complete the product, 
however, requires the services of the 
systems programmer who designs soft¬ 
ware, which to some degree is a rede¬ 
sign of the functionality of the hard¬ 
ware, the applications programmer 
who to some degree redesigns the 
functionality of the software, and the 
maintenance engineer who performs 
some redesign in order to make it 
function. 

The point is that computer logic 
and organization must take into con¬ 
sideration the total system require¬ 
ments, and properly support the de¬ 
mands of software, applications, and 
maintenance. Great strides have been 
made in this direction with concept of 
privilege and non-privilege function 
sets, and special fault location logic 
to support diagnostics. The growth 
in diversity, complexity, and perform¬ 
ance requirements of computer sys¬ 
tems, however, seems to outstrip the 
development of techniques necessary 
to the achievement of optimum sys¬ 
tem performance. 

This session of the sjcc is devoted 
to papers concerned with techniques 
in computer logic and organization 
that affect the total system. 


D. C. Stanga will present a paper 
on the Univac 1108 multiprocessor 
system. This is of special interest since 
it employs a multiplicity-of-units con¬ 
cept to increase system performance 
and availability. The 1108 multipro¬ 
cessor system may be classified as a 
large-scale data processing system de¬ 
signed for real-time demand process¬ 
ing and scientific batch processing. 
System performance is increased by 
parallel processing and availability is 
increased . by modularity of system 
components. 

D. H. Gibson will present considera¬ 
tions in block-oriented systems design, 
which is a systematic study of the 
feasibility of transmitting blocks of 
words between memory and the cen¬ 
tral processing unit. A simulation 
model was employed driven by cus¬ 
tomer-based ibm 7000 series data, in¬ 
dicating that blocks of 4, 8, or 16 
words, transmitted to a local storage 
of 2K-4K words adequately prorate 
memory access time, providing a per¬ 
formance superior to single-word ac¬ 
cess. 

A paper on intrinsic multiprocessing 
is jointly authored by Richard A. As- 
chenbrenner, Michael Flynn, and 
George A. Robinson. The subject, un¬ 
der study for some time at the Ar- 
gonne National Laboratory takes ad¬ 
vantage of the natural independence 
of time-shared programs to make ef¬ 
ficient use of the execution hardware 



and memory of the system. The sys¬ 
tem essentially employs n-time-phased 
virtual machines which share very 
high speed execution hardware. 

A discussion of asp, a new develop¬ 
ment in language and machine organi¬ 
zation is jointly authored by D. A. 
Savitt, H. H. Love, Jr. and R. E. 
Troop. It will be presented in two 
parts: the language and the machine. 
The asp language is a machine- 
independent programming language 
oriented to facilitate the specification 
of queries and data-base modifications 
in information retrieval systems. The 
asp machine organization was de¬ 
signed specifically to implement the 
asp language and permits the entire 
data base to be processed in parallel 


by the asp instruction. Large-scale 
integrated circuitry is employed to 
implement an iterative-cell, distributed 
logic memory which provides the 
parallel search features of an associ¬ 
ative memory and an inter-cell com¬ 
munication feature. 

Univac 1108 Multiprocessor System, by 
D. C. Stanga. 

Considerations in Block-Oriented Sys¬ 
tems Design, by D. H. Gibson. 
Intrinsic Multiprocessing, by Richard 
A. Aschenbrenner, Michael Flynn 
and George A. Robinson. 
Association-Storing Processor (ASP): A 
New Development in Language and 
Machine Organization, by D. A. 
Savitt, H. H. Love, Jr. and R. E. 
Troop. 

Tuesday, 1:00 p.m. 

Room 21 

Visual Output Recording 

Chairman: 

Lawrence Scholten 
Philco-Ford Corporation 
Willow Grove, Pennsylvania 

The advent of time-sharing has ex¬ 
tended the requirements for graphic 
recording and has introduced, to a 
limited extent, the necessity for pic¬ 
torial data encoding and reproduction. 
No single recording device provides 
the collective features required of 
these equipments, which include mul¬ 
tiple records, graphic recordings, ac¬ 
curacy, resolution, speed, and cost. 
The performance required of the 
visual recording devices in a time¬ 
sharing system exceeds the speed 
capability of high accurate mechani¬ 
cal x-y or incremental records, the 
accuracy attainable from high-speed 
CRT-to-microfilm recorders, and the 
speed as well as the reliability of tele¬ 
printers used as remote terminals 
(ignoring the lack of a graphic capa¬ 
bility) . The objective of this session 
is to introduce some concepts for 
improved visual recording in a time¬ 
sharing complex with a subsequent 
panel discussion by the authors of 
what is ahead in computer visual out¬ 
put recording. 

The papers to be given at this ses¬ 
sion will cover three specific topics 
in this broad equipment area. The 
first paper discusses a method where¬ 
by equipment accuracy—in particular, 
a microfilm graphic recorder—may be 
improved via mathematical tech¬ 
niques. This paper shows how soft¬ 
ware can be used to greatly improve 
a device performance and may offer 
some solution to the visual recording 


58 


DflTRMflTION 





dilemma. The second paper discusses 
the handling of photographic material 
within a data processing system. 
The digitizing of pictorial data with 
subsequent ease of scaling and trans¬ 
mission is important within an infor¬ 
mation retrieval system, as well as 
many other time-sharing data process¬ 
ing complexes. Some problems and 
successes in encoding and processing 
pictorial data are described. The final 
paper discusses a new thermal print¬ 
ing equipment. With advantages of 
speed, reliability and low noise over 
conventional printer terminals, this 
development could have a significant 
effect on time-sharing users’ terminals. 

Mathematical Techniques to Improve 

the Accuracy of Computer Graphic 

Devices, C. J. Walter. 

Digitized Photographs for Illustrated 

Computer Output, by R. W. Conn. 
A New Printing Principle, by W. H. 

Puterbaugh and S. P. Emmons. 

Tuesday, 1:00 p.m. 

Room 13 

Application of Analog and Hybrid Com¬ 
puters 
Chairman: 

Ray Lawrence 

George C. Marshall Space Center 
Huntsville, Alabama 

The analog and hybrid computer 
techniques session could well be 
titled, “A Session of Contrasts in the 
Use of Electronic Computers.” The 
four papers demonstrate: (1) the 
need for hybrid computation, (2) the 
lack of need for hybrid computation, 
(3) a weakness in using a particular 
analog technique, and (4) a unique 
means of entertainment through car¬ 
toon animation by using just such a 
system. These four papers plus the 
others submitted to the session chair¬ 
man and his review panel point out 
what is very evident to the computer 
manufacturer attempting to sell his 
product. Anyone who has a computer, 
needs one, or is presently purchasing 
a computing system is automatically 
a self-styled expert and has definite 
ideas on what the computer industry 
needs to be producing with regard 
to size and configuration: large ana¬ 
logs with logic, small analogs with no 
logic, a complete hybrid system by 
one manufacturer, or a hybrid system 
to be assembled by the purchaser 
after securing analog, digital and 
linkage systems. 

An American manufacturer of to¬ 
day is faced with competition from 
both Europe and the Far East with 
their relatively inexpensive labor and 


manufacturing cost. The only way 
the American manufacturer can out¬ 
sell his foreign and domestic com¬ 
petition is by mass production. This 
makes standardization a necessity for 
the producer of computer systems if 
his prices are to be competitive and 
a profit realized. But this brings one 
to the problem of what should be 
the standard size or configuration for 
a computer system. 

Over the past years, analog com¬ 
puter systems have developed into 
recognized classes of small, medium 
and large computers dependent upon 
the number of amplifiers. This is not 
true of the new hybrid systems, de¬ 
fined here as being a combination of 
analog, digital, linkage and control 
interface. This new computing system 
appears to be of the type being used 
today, as evidenced by the many 
orders being announced and the 
amount of advertising being done by 
the major vendors. Currently, there 
are at least five hybrid systems being 
evaluated ranging in price from $1.5 
—7.5 million. There are probably 
many others with range in price and 
size just as large. Picture the “poor” 
producer as he tries to outsell his 
competitor and still make a profit. The 
ability to produce systems that will 
be purchased by all classes of buyers 
has recently reduced two of the 
oldest vendors of analog computer 
systems to very limited production. 

In summary, due to the afore¬ 
mentioned contrast in the papers re¬ 
ceived, the wide range of cost and 
size of orders pending, and conver¬ 
sations with several vendors, I would 
like to suggest to the analog com¬ 
puter industry and to the computer 
consumer (especially the hybrid class 
copsumer) that some sort of stan¬ 
dardization committee be formed. 
This committee could define the hy¬ 
brid size or configuration necessary 
for several different classes of prob¬ 
lems. Possibly, a cost estimate could 
be made of the system considering 
such conditions as solution time and 
the necessary accuracy required. 

I hope these comments will start 
some thinking about where we, who 
are involved in analog and hybrid 
computation, are going. 

A Time Delay Compensation Technique 
for Hybrid Flight Simulations, by 
V. M. Ingalls. 

Stochastic Computing, by B. R. Gaines. 
Backward Time Analog Computer So¬ 
lutions of Optimum Control Prob¬ 
lems, by Max D. Anderson. 

An Application of Hybrid Curve Gen¬ 
eration, Cartoon Animation, by 
Takeo Miura. 


Tuesday, 3:30-5:30 p.m. 

Ballroom 

Data Management 

Chairman: 

Paul J. Dixon 
Auerbach Corporation 
Philadelphia, Pennsylvania 

Associated with any large organiza¬ 
tion is an extensive, changing collec¬ 
tion of data and files which has the 
capability of being used as an infor¬ 
mation resource. The need for data 
management systems arises when 
management recognizes that this in¬ 
formation resource is dependent on 
the currency of the data it reflects, 
and the data must exist in an environ¬ 
ment that can be viewed as both an 
integral set of corporate data, and as 
a number of separable data sets that 
model their constituent sub-organi¬ 
zations. 

How does one create the environ¬ 
ment which makes it possible to use 
data for effective management plan¬ 
ning and control? There must be the 
ability to alter a data collection sys¬ 
tem and its structural environment in 
a convenient, immediate fashion. In¬ 
herent in this is the necessity of dis¬ 
tinguishing between data in a system 
and the procedures that process this 
data. A change in one should not en¬ 
tail the expense of a change in the 
other. 

A data management system con¬ 
tains a growing collection of data 
services. These range from utility and 
maintenance routines to a set of user 
services. Such services are needed to 
update and restructure the data col¬ 
lection, to do exception reporting 
and, in general, to render the data 
available to the people who need it, 
under any selection criteria. Such ser¬ 
vices can be maintained, along with 
their definitions, in a cross-indexed 
library that is itself a part of the data 
base. 

A versatile handling of data and 
processing procedures is also the job 
of an operating system. The distinc¬ 
tion is that an operating system em¬ 
phasizes physical data, while a data 
management system provides an arbi¬ 
trarily complex, logical framework- 
together with related maintenance, 
utility and user facilities. 

Although there is no reason why 
these systems are distinct, it is pres¬ 
ently true that no operating system 
extant supplies the capability avail¬ 
able in a good management system. 
For this reason, a data management 
system must either interface with 
existing operating systems and soft¬ 
ware, or else it will be unnecessarily 
expensive. 

Data management systems, like all 
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generalized systems, necessitate an 
additional overhead. It is a truism 
that this overhead should be mini¬ 
mized; it is obvious that systems 
should afford an option to realize 
this overhead either in required stor¬ 
age capacity or in increased process¬ 
ing time. 

If current research and develop¬ 
ment realizes its promise, the services 
provided to programmers and non- 
edp users by generalized data man¬ 
agement software systems will bring 
important new flexibility and economy 
in the application of computer sys¬ 
tems to corporate management and 
to the application of command and 
control systems in the military. 

The People Problem: Computers Can 
Help, by E. R. Keller, II, and S. D. 
Bedrosian. 

File Handling at Cambridge Univer¬ 
sity, by D. W. Barron, A. G. Fraser, 
D. F. Hartley, B. Landy and R. M. 
Needham. 

GIM-1, A Generalized Information 
Management Language and Com¬ 
puter System, by Donald B. Nelson, 
Richard A. Pick and * Kenton B. 
Andrews. 

Inter-Program Communications, Pro¬ 
gram String Structures and Buffer 
Files, by E. Morenoff and J. B. 
McLean. 

DM-1, A Generalized Data Manage¬ 
ment System, by Paul J. Dixon and 
Jerome D. Sable. 

File Management on a Small Com¬ 
puter, by Gilbert P. Steil, Jr. 


Tuesday, 3:30-5:30 p.m. 

Room 21 
I/O Devices 
Chairman: 

Edwin I. Blumenthal 
Burroughs Corporation 
Paoli, Pennsylvania 

The three papers selected for this 
session describe computer peripheral 
devices which contain novel design 
features. 

The papers discuss a militarized 
magnetic disc (Mem-Brain), a four- 
station magnetic tape transport (Clus¬ 
ter), and a photo-optical disc file 
(Photostore). From the standpoint of 
the peripheral equipment design en¬ 
gineer, these three papers have as a 
common characteristic the use of un¬ 


conventional techniques to achieve 
their respective objectives. 

The Mem-Brain’s major departure 
from the standard disc file is in its 
use, for discs, of sheets of magnetic 
tape, pre-stressed and held at their 
periphery, from which they are 
driven. The overall mechanical de¬ 
sign which resulted from this ap¬ 
proach has inherently improved capa¬ 
bility to withstand the shock, vibra¬ 
tion, and environmental extremes 
frequently encountered in military 
applications. 

The Cluster development had as 
its primary objective the reduction in 
cost and improvement in reliability, 
over conventional magnetic tape 
transports, achieveable through shar¬ 
ing of electronic and mechanical com¬ 
ponents among four tape stations. 
The transport design is unique in that 



its success in achieving these objec¬ 
tives has been based on the use of 
coaxial tape reels: the solution of 
the tape-guiding problems resulting 
from the use of coaxial reels at a 
tape speed of 45 inches per second, 
and at densities as high as 1600 bpi, 
form the major portion of the paper. 

The Photostore consists of a rotat¬ 
ing photo-optical glass disc, coated 
with a high-resolution emulsion. Re¬ 
cording is via a C-W laser beam at 
a density of 100 million marks per 
square inch: playback is obtained 
by imaging a crt spot on the desired 
track and detecting light transmis¬ 
sion to a photo-multiplier tube. So¬ 
phisticated techniques are obviously 
required to select the proper track 
among the more than 2000 located in 
a one-inch annular region. The objec¬ 
tive of this development has been to 
achieve a large capacity mass store 
with inherent performance advantages 
over magnetic disc files; and to dem¬ 
onstrate, with associated search logic, 
a high speed content-addressable 
associative memory capability. 

The oral presentation of these three 
papers will not be a reading of what 


will appear in the conference pro¬ 
ceedings, but will instead consist of 
the author’s summation of the paper 
and an expansion of particularly in¬ 
teresting aspects of the work de¬ 
scribed. 

A Rugged Militarily Fieldable Mass 
Store, by W. A. Farrand, R. B. 
Horsfall, N. E. Marcum and W. D. 
Williams. 

The "Cluster"—Four Tape Stations in 
a Single Package, by J. T. Gardiner. 
An Optical Peripheral Memory Sys¬ 
tem, by R. L. Libby, R. S. Marcus 
and L. B. Stallard. 

Tuesday, 3:30-5:30 p.m. 

Room 13 

Biomedical Computer Applications 

Chairman: 

Baker A. Mitchell, Jr. 

The University of Texas 
Houston, Texas 

While medicine initially lagged other 
areas in the broad application of 
modern computing power to its re¬ 
search and practice, inroads into 
simulation and statistics have been 
made. This session presents three ex¬ 
amples of applying modern compu¬ 
tational techniques to problems in 
medical research. As an example of 
a technique not yet utilized by bio¬ 
logical scientists, an interesting paper 
on learning networks is included 
which presents impressive experi¬ 
mental results. 

Computer Applications in Biomedical 
Electronics Pattern Recognition Stu¬ 
dies, by A. J. Welch and Robert G. 
Louden. 

The Oscillating Vein, by Augusto H. 

Moreno and Peter W. Halbert. 
Experimental Investigation of Large 
Multilayer Linear Discriminators, by 
W. S. Holmes and C. E. Phillips. 
Effect of Stenosis on the Blood Flow 
Through an Artery, by Peter M. 
Duida and Louis D. Gold. 

Wednesday, 9:00 a.m. 

Ballroom 

Security and Privacy in Computer Sys¬ 
tems 

Chairman: 

Willis H. Ware 

The RAND Corporation 

Santa Monica, California 

With computer systems which share 
configuration resources, there is grow¬ 
ing awareness of the risk that data or 
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programs may leak from one problem 
or user to another. 

The necessity for protecting and 
controlling access to defense-classified 
information has long been recognized 
(the security problem). Various forms 
of resource-sharing computer sys¬ 
tems are now making computational 
power widely available, and it can 
be expected that each user may wish 
to protect his files and programs 
against accidental or deliberate in¬ 
vasion '(the privacy problem). 

This session takes for granted that 
the information protection problem is 
in fact real and does not debate its 
existence. The purpose of the session 
is to discuss technical aspects of pro¬ 
viding such protection and to bring to 
the attention of the technical and 
management community 

• the nature of the problem 

• the vulnerabilities of the re¬ 
source-sharing systems 

• some of the methods which may 
be used to penetrate a system 

• measures which have been taken 
in presently operational systems 
to protect information 

• measures which might be taken 
to counter various attempts at 
penetration 

• areas in which further research 
or development attention is 
needed 

An introduction reviews the con¬ 
figuration of a typical resource-shar¬ 
ing system and identifies vulnerabili¬ 
ties which might lead to information 
leakage. The first paper describes 
measures taken to safeguard classified 
information in a multi-programmed 
remote-access computer system which 
must handle several levels of classi¬ 
fied information, and control access 
to files on the basis of authorization. 
The next paper contrasts the security 
and privacy problems with the intent 
of identifying essential differences be¬ 
tween them. The final paper sum¬ 
marizes possible methods of penetrat¬ 
ing resource-sharing computer sys¬ 
tems, and suggests technical ap¬ 
proaches for dealing with various 
A panel will describe the protective 
measures which have been incorpo¬ 
rated in three planned or presently 
operating remote-access computer 
systems. 

Information Leakage in a Resource- 
Sharing Computer System, by Willis 
H. Ware. 

Security Considerations in a Multi- 
Programmed Computer System, by 
Bernard Peters. 


Security and Privacy: Similarities and 
Differences, by Willis H. Ware. 
Systems Implications of Information 
Privacy, by Harold E. Petersen and 
Rein Turn. 

Practical Solutions to Privacy Problem: 
The RUSH Time-Sharing System, by 
Jame D. Babcock. 

Wednesday, 9:00 a.m. 

Room 20 

Computing Algorithms 

Chairman: 

Joseph F. Traub 

Bell Telephone Laboratories 

Murray Hill, New Jersey 

The five papers in this session tackle 
a wide range of problems. The initial 
paper discusses the effects of hard¬ 
ware design on the implementation 
of numerical routines, a topic which 
has come in for considerable recent 
attention. 

The second paper studies mappings 
from a set of internal number repre¬ 
sentations to a set of external num¬ 
ber representations. Some surprising 
properties of these mappings are 
discussed. The following paper is a 
survey, aimed at the non-expert, of 
the latest techniques for obtaining 
accurate solutions to linear algebraic 
systems. This problem has been one 
of the most active research areas in 
numerical analysis in the past decade. 

The author of the fourth paper 
points out the use of recursive tech¬ 



niques as a tool for problem solution 
and as an aid to programming in 
areas where recursive techniques are 
not generally used today. In one 
sense, a computer library is as good 
as its validation, and the final paper 
discusses a technique for testing 
routines for the calculation of math¬ 
ematical functions in these libraries. 

The Influence of Machine Design on 

Numerical Algorithms, by W. J. 

Cody. 


Base Conversion Mappings, by David 
W. Matula. 

Accurate Solution of Linear Algebraic 
Systems—A Survey, by Cleve B. 
Moler. 

Recursive Techniques in Problem Solv¬ 
ing, by A. Jay Goldstein. 

Statistical Validation of Mathematical 
Computer Routines, by Carl Ham¬ 
mer. 

Wednesday, 9:00 a.m. 

Room f-g 

Macromodular Computer Systems 

Chairman: 

Wesley A. Clark 
Computer Research Laboratory 
Washington University 
St. Louis, Missouri 

The macromodular approach to com¬ 
puter design emphasizes flexibility 
and simplicity. There are two ad¬ 
vantages to this approach: 

First, an experimental element is 
added to the theoretical and simula- 
tional techniques now available to 
the system designer. Perhaps this can 
most effectively be employed in re¬ 
search groups having as their main 
objectives the creation of advanced 
computer systems for specialized ap¬ 
plications. Because of the relative 
ease with which a given configuration 
of macromodules can be altered, it is 
possible for a group to actively work 
with many different forms to find 
optimal configurations for different 
problem classes. 

Second, it makes possible a smooth¬ 
ness of growth and refinement in an 
operating computing system. Because 
of the electronic independence of 
macromodules, it is relatively easy to 
expand a macromodular system to 
add new functions without seriously 
affecting the continuity of on-going 
work and without jeopardizing any 
existing investment in programs and 
operating procedures. Macromodular 
systems are capable of unlimited 
growth and functional enrichment. 

These properties of macromodular 
systems are of growing importance in 
the search for more effective infor¬ 
mation processing systems. 

A Functional Description of Macro¬ 
modules, by Severo M. Ornstein, Mi- 
shell J. Stucki and Wesley A. Clark. 
Engineering Design of Macromodules, 
by Asher S. Blum, Thomas J. Chaney 
and Richard E. Olsen. 

A Macromodular Systems Simulator 
(MS2), by Richard A. Dammkoehler. 
A Macromodular Meta Machine, by 
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If you’re looking for 
trained programmers, 
look here. 


These men have had more than 500 
hours of programmer training at 
Control Data Institute. 

They’ve had hands-on experience 
with modern computer systems like 
the Control Data 3100 and 3200. 
They’ve also had instruction on other 
manufacturers’ equipment. 

They’ve been trained in computer 
concepts, computer math, machine 
language programming, FORTRAN, 
COBOL, computer operation, pe¬ 


ripheral equipment and more. 

They’ve had instructors who know 
the latest programming methods be¬ 
cause they’re part of the Computer 
Industry. 

They’ve done everything we said 
they had to. 

They’ve paid for it themselves and 
they’re serious about their future. 

How come we think they’re so 
good? 

Because Control Data Institute is 


part of Control Data Corporation. 
We know what kind of men the in¬ 
dustry needs, and we train them ac¬ 
cordingly. 

These men and their CDI class¬ 
mates are ready to go to work. Let us 
give you the facts on their training, 
qualifications and availability. Write 
to the Control Data Institute closest 
to you for full information. 

CONTROL DATA INSTITUTE 



CONTROL DATA 


CORPORATION 


3255 Hennepin Ave. 
Minneapolis, Minn. 

55408 


5630 Arbor Vitae St. 
Los Angeles, Calif. 

90045 


3717 Columbia Pike 
Arlington, Va. 
22204 
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William E. Ball. 

The Chasm: A Macromodular Com¬ 
puter for Analyzing Neuron Models, 
by Charles E. Molnar, Severo M. 
Ornstein and Antharvedi Anne. 


Wednesday, 9:00 a.m. 

Room h-j 

Some Aspects of Computer Assisted 
Instruction 

Chairman: 

Ralph L. Welken 
Philco-Ford Corporation 
Willow Grove, Pennsylvania 

The nature of the learning process 
is so complex, that there has been 
little more than a scratching of the 
surface in our attempts to under¬ 
stand it; it may well be that our 
prototype and initial cai systems will 
in themselves provide an important 
tool for the continuing and very 
necessary research. 

As a consequence of the current 
state-of-the-art in cai, we should not 
be surprised or disappointed to find 
that much of the available literature 
on the topic is of a philosophic or 
qualitative or even conjectural nature. 

Quantification based on experience, 
experiment, and analysis will follow 
in the normal course of events. The 
quantification which does exist today 
is primarily attributable to a relatively 
few individuals who have been per¬ 
forming basic research; it comes in 
the main from the educators’ side of 
the house where research efforts have 
for too long a time been inadequately 
supported and where only recently 
have the proper tools been available. 
From the computer industry, pub¬ 
lished quantitative facts, directly con¬ 
cerned with cai, are virtually non¬ 
existent. 

There are essentially three main 
elements in a cai system: the stu¬ 
dent’s terminal, the processor control¬ 
ling the terminal, and the software 
which provides for the necessary in¬ 
teraction bdt\Veen man and machine. 
The three papers in this section 
complement each other in that they 
consider some broad overall system 
considerations, some possible strat¬ 
egies within the system itself, and 
finally a discussion of a specific seg¬ 
ment of the system. 

Gelman points out that in imple¬ 
menting a cai system careful con¬ 
sideration should be given to the 
advantages and disadvantages of a 
centralized system in which operations 


at each of several schools would be 
dependent upon a central processing 
facility—as opposed to a decentralized 
system in which each school is in¬ 
dependent and autonomous. Major 
points considered include general 
mass storage aspects and the reli¬ 
ability/ availability considerations. 

Dr. K. H. Wodtki discusses some 
requirements for a student-subject 
matter interface or in a broad sense 
the requirements and capabilities 
needed at the students’ terminals. Dr. 
Wodtki considers the problem in 
terms of four categories of educating 
variables, including characteristics of 
the subject matter and learner, the 
nature of the instructional process and 
the objectives of the instruction. 
Based in part on considerable re¬ 
search to which Dr. Wodtki adds his 
expert observations, the paper high¬ 
lights the requirements, capabilities 
available with current technology, 
and an opinion as to what we can 
reasonably expect in the future. 

Dr. E. N. Adams takes us inside 
the system itself where he gives par¬ 



ticular attention to the internal alloca¬ 
tion of core and mass storage facilities 
for user and system functions. Dr. 
Adams’ discussion benefits from ex¬ 
perience with user programs in the 
ibm Coursewriter Systems. 

Following the presentation of pa¬ 
pers, a panel composed of the paper 
authors and several professionals 
directly involved with cai will discuss 
some of the key points in the papers 
in addition to accepting questions 
from the floor. 

Central vs. Decentralized Computer 
Assisted Instruction Systems, by M. 
Gelman. 

Educational Requirements for a Stu¬ 
dent-Subject Matter Interface, by 
Kenneth Wodtki. 

Reflections on the Design of a CAI 
Operating System, by E. N. Adams. 
Panel: M. Gelman, Kenneth Wodtki, E. 
N. Adams, Duncan Hansen, Donald 
Frusch and Sylvia Charp. 


Wednesday, 1:15 p.m. 

Room h-j 

Information Processing in the Busi¬ 
ness Environment 

Chairman: 

Gregory M. Dillon 

E. I. DuPont DeNemours & Co. 

Wilmington, Delaware 

This session intends to present three 
diverse vignettes in the field of in¬ 
formation processing in areas other 
than mathematical and technical com¬ 
putation. The session, of course, is 
concerned with the forward bound¬ 
aries of the art. It is concerned, how¬ 
ever, with the forward boundaries of 
presently implemented, operational 
facilities, and not with “futures.” 

A paper by C. Allen Merritt pre¬ 
sents an advanced information re¬ 
trieval system in operation. This sys¬ 
tem illustrates purposeful thinking 
and advanced techniques in a bur¬ 
geoning field. 

William A. Smith, Jr. will present 
a paper on control of data errors 
encountered in the use of automatic 
recording. This topic is of great inter¬ 
est to those concerned with practical 
applications of on-line or real-time 
applications involving continuous up¬ 
dating of data files. 

The third paper, by E. K. McCoy, 
describes an operating real-time sys¬ 
tem which coordinates and controls 
a multitude of business operations. 

Nature and Detection of Errors in Pro¬ 
duction Data Collection, by William 
A. Smith Jr. 

Serving the Needs of the Information 
Retrieval User, by C. Allen Merritt. 
The Ohio Bell Business Information Sys¬ 
tem, by E. K. McCoy. 

Wednesday, 1:15 p.m. 

Ballroom 

Techniques In Programming Language 
-Part I 

Chairman: 

Grace M. Hopper 
Univac 

Philadelphia, Pennsylvania 

This session concerns itself with three 
methods of construction of programs. 

The first paper, by Allen S. Gins¬ 
berg, Harry M. Markowitz and Paula 
M. Oldfather, brings together four 
components that form a program 
generator: a questionnaire, permit¬ 
ting the definition of the scope and 
logic of a program to be generated; a 
statement list, containing the com¬ 
mands necessary for program con¬ 
struction; a set of decision tables 
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Beware Vj 
the 

paper tiger. 


Tread carefully through the 
jungle of roaring promises. You can 
get nipped on some Fortran IV 
claims. 

But you can trek on confidently 
with NCR’s Fortran IV. You have 
more mathematical formulation flex¬ 
ibility with NCR's one-pass Fortran 
IV than with any other version. And 
our customers have established a 
cost-per-statement of only three- 
tenths of a cent. 

Specifically, NCR offers un¬ 
limited variable name structure. 
Use as many characters as you like 
in commands. You don’t have to ab¬ 
breviate. In fact, every individual 
element of NCR's Fortran IV meets 
or exceeds standards established 
by ASA X3.4.3. Like N-dimension 
subscribing. 

An Executive monitor system se¬ 


quences read, compile, library, and 
run processing without operator 
control or intervention, and per¬ 
forms them in any order. And han¬ 
dles the assignment in jig time. On 
the RMC, you compile at 250 state¬ 
ments per minute. 

NCR is the king of the jungle in 
other areas of scientific software 
too. It’s no empty roar when we say 
we have off-the-shelf linear program¬ 
ming, multiple regression analysis, 
time series analysis, PERT, sales 
forecasting and order analysis, sta¬ 
tistics library, engineering library, 
and Fortran II. And we have them to¬ 
day, right now, for the RMC, the 
315, and the 315-100. ■ 

So get the real story. Call your 
NCR man, or write NCR, Dayton, 
Ohio 45409 for full information. 
Don't let the paper tiger get you. 


THE NATIONAL CASH REGISTER COMPANY, DAYTON, OHIO 45409 ® 
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THE SESSIONS . . 

relating the answers to the question¬ 
naire to the statement list; and an 
editor program processing the first 
three elements to construct the de¬ 
sired program and define the input 
data required from the user. The 
technique is illustrated by applica¬ 
tion to a job shop simulation program 
generator. 

The second paper by Philip Gilbert 
and William McLellan presents a 
compiler generation system which is 
rigorously based and which allows 
formal specification both of the 
source (procedure-oriented) lan¬ 
guages and of the object (machine- 
oriented) languages. An intermediate 
or buffer language, base, is inter¬ 
posed, reducing the required trans¬ 
formation to two logically independ¬ 
ent subtransformation. A method is 
supplied for rigorously defining the 
entrant languages and the transforma¬ 
tion techniques described. The sys¬ 
tem, so far, includes those elements 
in base necessary to produce algol, 
fortran and jovial compilers. 

The third paper by R. S. Bandat 
and R. L. Wilkins describes a general 
purpose compiler whose required in¬ 
put is a description of the desired 
source language in a defined meta¬ 
language and certain semantics rou¬ 
tines. The compiler itself, written in 
fortran, has been experimentally 
implemented on a GE 235. 

A panel discussion of the papers 
will be led by two users of program¬ 
ming languages and of their com¬ 
pilers, Mrs. John V. Holberton and 
Dr. Mary Lister McCammon. 

Programming by Questionnaire, by Al¬ 
len S. Ginsberg, Harry M. Marko¬ 
witz and Paula M. Oldfather. 
Compiler Generation Using Formal 
Specification of Procedure-Oriented 
and Machine Languages, by Philip 
Gilbert and William McLellan. 

An Experimental General Purpose 
Compiler, by R. S. Bandat and R. L. 
Wilkins. 

Panel: Mrs. John V. Holberton and 
Mary Lister McCammon. 

Wednesday, 1:15 p.m. 

Room 21 

Logic-in-Memory 

Chairman: 

Theodore H. Bonn 
Honeywell, Inc. 

Waltham, Massachusetts 

The fourth generation of computer 
systems will have a bewildering and 


complex environment. There will be 
a need for program and data compat¬ 
ibility with diverse older machines. 
The new equipment will be expected 
to perform efficiently in an on-line 
real-time environment with at least 
one background program. Many sys¬ 
tems will have to handle communica¬ 
tions, multiprocessing, multi-program¬ 
ming, information retrieval and modi¬ 
fication, and multiple on-line users 
together with a large array of applica¬ 
tions programs. 

This formidable array of system 
logic requirements will be handled 
by some combination of hardware 
and software. Certainly logic hard¬ 
ware costs, in Boolean operations per 
second per dollar, are decreasing 
rapidly. Software development costs, 
in object program or executive opera¬ 
tions per dollar, are not. Batch fabri¬ 
cation technology in semiconductors, 



magnetics, and cryogenics are not 
only bringing about the reduction in 
logic costs stated above but also en¬ 
able one to economically mix data 
storage and logic in the same array 
with one technology and one set of 
compatible manufacturing processes. 
Logic-in-memory is the name given 
this technique. 

The session contains four papers 
devoted to techniques for accomplish¬ 
ing logic-in-memory. A distinguished 
panel of active workers in the field 
will briefly describe their work and 
discuss the benefits to be expected 
from the technique and systems 
considerations. 

Two of the papers describe work 
which is broadly applicable to a wide 
variety of logic arrangements but 
where the particular embodiment is 
an associative memory. Semiconduc¬ 
tors and cryogenics are the technolo¬ 
gies used. 

The Chow-Spandorfer paper de¬ 
scribes for the first time the logic 


operations possible with magnetic 
plated wire. Associative properties are 
included. The first paper, by Spain, 
Marino, and Jauvtis, reports on the 
application of magnetic domain tip 
propagation to shifting logic. 

The panelists will comment on the 
papers and discuss such questions as: 
How might different classes of logic 
in memory arrays be used in future 
computer systems? What is the future 
of cellular logic in memory? What 
work must be done in computer 
organization and programming to 
take advantage of logic-in-memory? 

The juxtaposition of papers on de¬ 
vice developments with a panel dis¬ 
cussion on general developments and 
systems and programming considera¬ 
tions is aimed at producing a bal¬ 
anced picture of the state of the art 
in logic-in-memory. 

DTPL Push Down List Memory, by R. J. 
Spain, M. J. Marino and H. I. Jauv¬ 
tis. 

An Integrated MOS Transistor Associ¬ 
ative Memory with 100ns Cycle 
Time, by Ryo Igarashi and Toru 
Yaita. 

Plated Wire Bit Steering for Logic and 
Storage, by W. F. Chow and L. M. 
Spandorfer. 

A Cryoelectric Distributed Logic Mem¬ 
ory, by B. A. Crane and R. R. Laane. 
Panel: Richard H. Fuller, Dale Sunder- 
son, William H. Kautz and Rabah 
Shahbender. 


Wednesday, 3:30 p.m. 

Room 20 

Scientific Programming Applications 

Chairman: 

Harry M. Haugan 
Federal Aviation Agency 
Experimental Center 
Atlantic City, New Jersey 

System control, component testing, 
data analysis—these functions seem to 
grow proportionately with our ex¬ 
panding computer configurations. We 
find ourselves constantly researching 
methodology, probing at the state-of- 
the-art, and, indeed, inventing ways 
to investigate system performance and 
to analyze all data across the spec¬ 
trum. What others have accom¬ 
plished in this area does not normal¬ 
ly result in a package we can apply 
to our own application. However, 
even the germ of an idea is some¬ 
times all we need to trigger off a de¬ 
sign of our own. Three important 
papers dealing with this subject mat- 
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Why not? 


—because The Kelly-Springfield Tire 
Company gets the right tire to the 
right place at the right time, with a 
modern communications and data 
processing system, that’s why not. 
And they sell over 2600 different 
sizes and types of tires in the U.S., 
Canada and 66 other countries. 

Here’s how the system works: at 
each warehouse Bell System Tele¬ 
type® machines use master tapes 
to enter standard information on 
customers and their purchases, 
while the variable sale information 
is typed in manually. The machines 
make printed orders and by-product 


tapes containing this information. 

The Cumberland, Maryland, Con¬ 
trol Center uses Wide Area Telephone 
Service to make scheduled calls to 
the warehouse Dataspeed senders. 
The punched paper tapes are then 
transmitted over Dataspeed at 1050 
words a minute. Full daily informa¬ 
tion from the company’s giant 
warehouses, strategically located 
throughout the country, is trans¬ 
mitted in 16 minutes. 

Weekly reports at Cumberland 
give a complete picture of inventory, 
sales and orders for every ware¬ 
house in the country. A summary of 


data from each of the 26 warehouses 
is prepared for factory production 
scheduling. 

The result: Information flow is 
faster, more accurate. Customers 
get the best possible service, every¬ 
where in the Kelly-Spf’jngfield mar¬ 
keting world. 

For more information, call your 
Bell Telephone Business Office and 
ask for a talk with one of our Com¬ 
munications Consultants. And don't 
hesitate to call us early—because 
that way we can serve you best. 

When you work with data commu¬ 
nications, work with the Bell System. 

AT&T 

and Associated Companies 


gajLfg] 


Teletypewriter 


m 


Bell System 
Central Office 


Warehouse I 

mm-a 


WATS Wide Area 
Telephone Service 



Cumberland 
Control Center 
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TOTAL SYSTEMS CAPABILITIES 

Machine Data to Visual Information Step-by-Step via Modular, Building-Block Concepts 
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ON-LINE WITH 305 INCREMENTAL PLOTTER 

Finished Graphics for Less Than $7K — or $325 per Month 
Complete Range of Plots, Graphs, Management information Reports 


OFF-LINE WITH DELTA PUNCHED CARD INPUT 

Only Practical Approach to Punched Card Plotting 
Generates up to 2000 Plot Commands from Just One Card 


OR, ADD A DELTA CONTROL UNIT TO UPDATE YOUR EXISTING COMPUTER/PLOTTER 

Reduce Computing Overhead 

Compatible for Instant Integration with 1 108, 360, Spectra 70, et al 
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NEW 8000 SERIES WITH MAG TAPE INPUT 

800 Steps-per-Second Plotting Speed — .0025" or .005" Step Size 
Operates On-Line with Time-Sharing Computer 
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B-L 120 MICROFILM PRINTER/PLOTTER 

Less Than Half the Cost of Comparable Systems 
Produce Average Engineering Plots in Less Than Vi Second 
Field-Proven, Expandable, Modular Concept 


NEW B-L 180 MICROFILM PRINTER 

Dual Input Format (1403 and Additional Printer Systems Compatibility) 
Throughput of Three Frames per Second including Retrieval Coding 
Unlimited Character Set Selection — up to 192 Characters 



benson-lehner* corporation 
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FROM SHELF SPACE 
TO OUTER SPACE. 
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yAlIJn'^iiy's.Work ahComputer 
App I i cations I near p o r a te d. Right now, ^ 
we’re helping solve fundamental theoret¬ 
ical research problems in space sciences. « 
At the Same time we’re^using a system # . 
(which we developed) that checks gro¬ 
cery product sales movements at whole¬ 
sale levels so manufacturers can have 
quick, detailed data for making market¬ 
ing decisions. 

As a matter of fact, last year we 
worked on fiver- 600 problems for our % 
clients. All quite varied, all challenging. 

In a way, we try to specialize in. “not 
specializing.” We want to spread out, to 
do new things, to use new techniques, to 
come up with new approaches. 

That’s what makes Computer Appli¬ 
cations Incorporated an interesting place 
to be at. Maybe you’d like to get in on 
some of the challenge. We have openings 
for systems analysts, programmers and 
e*ngineej-s—forward resume in confi¬ 
dence to Manager—Industrial Relations, 
Dept. D-4. 

COMPUTER APPLICATIONS. 
INCORPORATED 

555»Madison Avenue, New York, New York 10022 


»w •. « ■* .. 

An Equal Opportunity employer 









THE SESSIONS . . . 

ter have been selected for presentation 
at this session. 

Data Analysis. More often than 
not, an experiment, for reasons of 
either insufficient calendar time or in¬ 
sufficient system time, is confined to 
readily accessible data. A time-sharing 
method capable of dealing with large 
complex sets of data will be de¬ 
scribed as the session opener. The 
program, running on-line, offers some 
distinct advantages in manipulating 
voluminous data, defining variables 
and yielding immediate feedback 
about the utility of operationally 
defined indices. 

Testing. Analyzing the status of 
communication systems to determine 
degradation leading to eventual fail¬ 
ure is an item of present concern. A 
paper will cover such an analysis ac¬ 
complished through theoretical in¬ 
vestigation and a digital computer 
simulation of the problem. The rela¬ 
tionship between the degradation and 
channel noise is examined. 

Computer and Radar. The mar¬ 
riage of the computer and radar was 
inevitable. A second honeymoon is in 
the offing, with the general purpose 
digital computer and the array radar 
teamed up to do great things. The 
flexible multi-function array radar, 
with its high data rate, requires the 
equally flexible, equally fast com¬ 
puter to fully control the environment. 
Integration of the two can accomplish 
such functions as radar system con¬ 
trol, tracking, system monitoring, dis¬ 
play and console data processing. 
Simulation and incident re-creation, 
for the purposes of post analysis and 
training are discussed. 

TRACE—Time-Shared Routines for Anal¬ 
ysis, Classification and Evaluation, 
by Gerald H. Shure, Robert J. Meek¬ 
er and William H. Moore, Jr. 
Degradation Analysis of Digitized Sig¬ 
nal Transmission, by J. C. Kim and 
E. P. Kaiser. 

Digital Systems for Array Radar, by 
G. A. Champine. 

Wednesday, 3:30 p.m. 

Ballroom 

Techniques in Programming Languages— 

Part II 

Chairman: 

Robert J. Rossheim 
Auerbach Corporation 
Philadelphia, Pennsylvania 

The papers to be presented in this 
session bring to mind an underlying 


controversy in programming language 
development. Various and vociferous 
viewpoints are most often brought 
into face-to-face conflict on the 
subject of programming language 
standardization. A couple of these 
papers would seem to support stan¬ 
dard languages by describing exten¬ 
sions to these languages to adapt 
them to recent hardware develop¬ 
ments (graphic display devices) and 
program preparation approaches (on¬ 
line programming). The staunch stan¬ 
dards supporter might well argue that 
these unauthorized and unstandard¬ 
ized variations work against the fun¬ 
damental purposes of standardization 
and tend to drag down from the high 
pinnacle those few programming lan¬ 
guages that have been coaxed and 
beaten into the exalted standard form. 

There are others, also represented 
in this session, who are not in the 
least constrained or impressed by 
existing standard languages. They 
freely depart into new domains (with 
hardly a look back) and invent smart 
new languages to perform special 
functions effectively. And why not? 
Primitive man was admired for his 
invention of tools to increase his ef¬ 
fectiveness. Primitive programmers 
may also seek admiration and renown 
by developing effective programming 
tools. These need not be worldshaking 
nor must they impinge upon a lan¬ 
guage standard. There is one evalua¬ 
tion of such developments that ought 
to be made. 

If the incremental improvement in 
programming effectiveness is small in 



relation to the effort invested in 
development, documentation and dis¬ 
tribution, and that same effort could 
have produced significant results (in¬ 
stead of tools to produce results), 
then perhaps the effort was mis¬ 
guided. A more extreme example of 
the same thought is: where would we 
be now if the thousands of third 
generation software developers had 
applied themselves to converting those 
good old second generation systems 
and programs? One thing for sure, as 
of right now we would be computing 
more and emulating less. 


In defense of standard language 
extensions, some of these may indeed 
contribute to the standard language 
of the future, and they certainly tend 
to attract the large body of followers 
that a standard already has. As for 
new programming languages: who is 
ready to stand up against innovation? 
Not I, as long as you can afford it. 

GRAF: Graphic Additions to Fortran, 
by A. Hurwitz, J. P. Citron and J. B. 
Yeaton. 

RLP: A Data Reduction Language, by 
Frank C. Bequaert. 

DIAMAG: A Multi-Access System for 
On-Line Algol Programming, by L. 
Bolliet, A. Auroux and J. Bellino. 
The MULTILANG On-Line Programming 
Systems, by R. L. Wexelblat and H. 
A. Freedman. 

Experimental Automatic Information 
Station: AIST-O, by A. P. Yershov. 

Wednesday, 3:30 p.m. 

Room f-g 

Papers of Special Interest 

Chairman: 

K. P. Clancy 

Keystone Computer Associates, Inc. 
Willow Grove, Pennsylvania 

The papers to be presented discuss 
solid efforts continuing in familiar 
areas which, through some quirk, 
were not widely discussed in other 
papers submitted. 

Ernst and Newell present a sum¬ 
mary of their efforts to extend the 
generality of the general problem 
solver without sacrificing its power. 
Their particular interest is devoted to 
improving the internal computer rep¬ 
resentations of the problem to ap¬ 
proach this goal. The heuristic scan 
approach to problem solving, which 
is employed in the general problem 
solver, is described and related to a 
sample problem. The relationship of 
the internal representation to the gen¬ 
erality of the solver are clearly char¬ 
acterized and evaluated with the aid 
of the sample problem. 

By some, the remaining papers 
might be judged as being related. On 
the contrary, it seems to me that they 
indicate the growing interrelatedness 
of once diverse interests in the com¬ 
puter field. 

O’Neill summarizes experimental 
analysis performed to measure the 
multiprogramming and time-sharing 
capabilities of a one-level storage ma¬ 
chine, the M44. To a certain extent 
the M44 is a precursor to the ibm 
System 360/67. The effect of page 
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Guns, courtesy of Abercrombie & Fitch. For quality 
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LIKE THE TWO GREAT SHOTGUNS, ARE NOT IDENTICAL. 

When you buy a Purdey or a Holland, you buy the finest in to perform unerringly, they are not identical. You’d have to 

guns. They cost about forty-five hundred dollars each. use them both to know exactly what each can do. 

They last for generations. It’s the same with the two great tapes: they aren’t exactly 

When you buy the two great tapes —ours or the one the alike, either. In fact, some tape-users insist that our great 

computer company makes —you buy the most durable, most tape out-performs the other, 

reliable computer tape around. Naturally, they cost more. Could be. 

Its not surprising, therefore, that they make pass after (Brochures ? Specs? Write us at 210 Memorex Park, 

pass after pass without a drop-out. Santa Clara, California 95050 .) 

The two great guns are pretty much alike in total _ _ _ _ 
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size and time slice on core storage 
utilization and multiprogramming 
throughput are summarized for a 
variety of program mixes providing 
additional information on this some¬ 
what uncertain area of modern com¬ 
puting. 

• McCarthy, Russell, et al describe 
thor, a time-sharing system designed 
and implemented for the pdp-1 com¬ 
puter. thor is a somewhat unique 
system in that it is primarily designed 
to employ keyboard display consoles, 
capitalizing on the capability of the 
display to present large quantities of 
information quickly and mitigating the 
unavailability of hard copy at the con¬ 
sole. Initial experiences described 
clarify the more useful characteristics 
of the system and surprisingly indicate 
little displeasure with the lack of hard 
copy. 

Van Dam and Evans also discuss 
the utilization of display consoles. In 
particular they describe the approach 
to storing, retrieving and manipulat¬ 
ing large files of pictorial information 
in the form of two- or three-dimen¬ 
sional line drawings. They described 
a system already implemented in the 
multilang on-line programming sys¬ 
tem whch has successfully used a 
compact data structure and dynamic, 
“by description,” retrieval of both data 
and programs. The system is now be¬ 
ing implemented for the ibm System 
360/50. 

Some Issues of Representation in a 
General Problem Solver, by George 
W. Ernst and Allen Newell. 

THOR—A Display Based Time-Sharing 
System, by John McCarthy, Stephen 
Russell, Dow Brian, John Allen, Gary 
Feldman, Brian Tolliver, David Poole 
and Paul Styger. 

Experience Using a Time-Shared Multi¬ 
programming System with Dynamic 
Address Relocation Hardware, by R. 
W. O'Neill. 

A Compact Data Structure for Storing, 
Retrieving and Manipulating Line 
Drawings, by Andries van Dam and 
David Evans. 

Thursday, 9:00 a.m. 

Room h-j 

Advances in Software Development 
Chairman: 

Martin A. Goet 2 
Applied Data Research, Inc. 

Princeton, New Jersey 

For this two-hour session, software 
has been defined as programming 


tools for the computer programmer 
and designer in building and main¬ 
taining programming systems. 

The first paper presents a non-pro¬ 
cedural report program language, 
capable of being used by non-pro- 
gramming-oriented users in a time¬ 
sharing environment. This system, 
still in the development stage, uses a 
simple, English-like command lan¬ 
guage for specifying the content and 
format of reports. The second paper 
represents a unique compiler solution 
for generating code for parallel pro¬ 
cessing computers. A comparison is 



given between code generation of 
fortran statements for serial and 
parallel processing computers. The 
last paper describes a hypothetical 
system for evaluating, monitoring, and 
displaying the performance of com¬ 
puter hardware, system programs, 
user programs, and user behavior as 
reflected through terminals. Portions 
of such a system, currently under 
development at ucla, are described. 

The second part of this session will 
be a panel discussion on the lack of 
software advances relative to the ad¬ 
vances made in computer hardware. 
Are there significantly more program¬ 
ming tools today than there were five 
or ten years ago? Has today’s soft¬ 
ware reduced the cost of program¬ 
ming? Has today’s software made 
programming easier? Has there been 
an increase in the efficiency and re¬ 
liability of the software? Have the 
new operating systems increased the 
throughput of application and system 
programs? These subjects will be dis¬ 
cussed and audience participation will 
be encouraged. 

Compose/Produce: A User-Oriented 
Report Generator Capability within 
the SDC Time-Shared Data Manage¬ 
ment System, by William D. Wil¬ 
liams and Philip R. Bartram. 

Code Generation for PIE (Parallel In¬ 
struction Execution) Computers, by 
J. F. Thorlin. 

Snuper Computer—A Computer Instru¬ 


mentation Automation, by G. Estrin, 
D. Hopkins, B. Coggan and S. D. 
Crocker. 

Panel: Louis L. Lavine, Jack B. Dennis, 
William D. Williams, Philip R. Bar- 
tram, J. F. Thorlin, G. Estrin, D. Hop¬ 
kins, B. Coggan and S. D. Crocker. 

Thursday, 9:00 a.m. 

Room f-g 

Techniques in Programming Languages— 
Part III 
Chairman: 

John W. Carr, III 
University of Pennsylvania 
Philadelphia, Pennsylvania 

This session represents a broad spec¬ 
trum of techniques for the develop¬ 
ment and specification of program¬ 
ming languages and includes: ma¬ 
chine synthesis of programs; applica¬ 
tions of languages; on-line program¬ 
ming systems; and syntax-oriented 
recognizers and compilers. Three dis¬ 
tinguished panelists will offer a criti¬ 
que after each group of papers is Jprfe- 
sented. 

An Algorithmic Search Procedure for 
Program Generation, by M. N. Hal¬ 
stead, G. T. Uber and K. R. Gielow. 
A System of Macrogeneration for Al¬ 
gol, by H. Leroy. 

COMMEN: A New Approach to Pro¬ 
gramming Languages, by Leo J. 
Cohen. 

SPRINT: A Direct Approach to Listpro¬ 
cessing Languages, by Charles A. 
Kapps. 

Syntax-Checking and Parsing of Con¬ 
text-Free Languages by Pushdown- 
Store Automata, by Victor B. Schnei¬ 
der. 

The Design and Implementation of a 
Table-Driven Compiler System, by 
C. L. Liu, G. D. Chang and R. E. 
Marks. 

Thursday, 9:00 a.m. 

Room 20 

Some Ideas from Switching Theory 
Chairman: 

Robert McNaughton 
Rensselaer Polytechnic Institute 
Troy, New York 

For many years, switching theory has 
been a discipline in its own right, 
with technical details that are not ap¬ 
preciated by the average computer 
user. Without in any way deploring 
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the growth of specialization, we 
should like to present some relatively 
new switching-theoretic ideas that we 
think will have some influence on the 
computer field in the years ahead. 

Two papers will focus on logic 
modules, considering both the choice 
of the module itself and how to de¬ 
sign computers with them. One paper 
takes the point of view of combina¬ 
tional logic; another discusses adap¬ 
tive systems. The third paper investi¬ 
gates the problem of error detec¬ 
tion by developing a technique for de¬ 
signing diagnosable sequential ma¬ 
chines, 

A Cortiplex Module for General Com¬ 
puter Design, by Yale N. Patt. 
Adaptive Systems of Logic Networks 
and Binary Memories, by I. Aleks- 
ander. 

Design of Diagnosable Sequential Ma¬ 
chines, by Zvi Kohavi and Pierre 
Lavellee. 

Thursday, 9:00 a.m. 

Room 21 

Non-Rotating Mass Memory 

Chairman: 

Gordon S. Mitchell 
National Security Agency 
Ft. Meade, Maryland 

About two years ago, several manu¬ 
facturers offered mass core memories 
up to 20 million bits in size at fairly 
attractive prices. The two-wire stack 
design was the major contributor in 
reducing the cost of these memories. 
It was generally believed that these 
memories would be in great demand 
once they were economically feasible. 
At the present time, only two comput¬ 
er manufacturers offer a mass core 
memory as a peripheral device in their 
systems. Why is this? The papers in 
this session may provide answers to 
this question. 

The paper by T. A. Humphrey de¬ 
scribes the utilization of the ibm 
Large Capacity Storage (lcs) mem¬ 
ory in a real-time environment. This 
memory is a two-wire, 2 / 2 D design 
with an 8-usec cycle time. It permits 
a real-time system to operate with a 
lesser amount of main memory than 
would otherwise be possible. 

G. A. Jallen describes the hardware 
design of the cdc Extended Core 
Storage (ecs) memory which is used 
in the cdc 6400/6600 systems. This is 
a two-tvire, 2D design whereby eight 
computer words are accessed in one 
cycle time or 3.2-usec. An ecs mem¬ 


ory bank contains 16,384 memory 
words of 488 bits each. Interleaving 
four of these banks provides a 10 
MHz word rate or 60 bits every 
100-nsec. 

M. H. MacDougall discusses the 
simulation results of the software 
operating systems which were de¬ 
signed for the cdc 6600 and the ecs 
memory. The simulation study com¬ 
pares the various' ecs utilization strate¬ 
gies for several applications. 

Large Core Storage Utilization in 
Theory and in Practice, by T. A. 
Humphrey. 

Extended Core Storage for the Control 
Data 64/6600 Systems, by G. A. 
Jallen. 

Simulation of an ECS-Based Operating 
System, by M. H. MacDougall. 


Thursday, 9:00 a.m. 

Room 13 

Failure Finding in Logical Systems 

Chairman: 

T. J. Barry Hannom 
Univac 

Philadelphia, Pennsylvania 

The current tendency toward larger, 
more sophisticated logical systems has 
produced a great deal of concern 
about the growing problem of failure 
finding. Failures are harder to find, 
and system downtime is much more 
critical. A broad spectrum of ap¬ 
proaches to this problem is presented 
in this session, ranging from a highly 
theoretical development of a struc¬ 
turally-oriented diagnostic procedure 
to a practical description of failure 
finding in a telephone central ex¬ 
change. 

Specifically, the first paper exam¬ 
ines the conventional approaches to 
the problems of computer diagnostics 
and maintenance and presents a uni¬ 
fied approach based on graph theory. 
The techniques developed depend on 
analysis and manipulation of graphs 
which are represented by their con¬ 
nection matrices, and hence easily im- 
plementable by computer programs. 

In this opening paper the machine 
is examined from two distinct levels: 
the structural and the behavioral 
level. A sequential machine is specified 
purely from the behavioral aspects 
like input-output relationships. Once 
the machine is designed, its structure 
(interconnections between compo¬ 
nents) comes into being. The compo¬ 
site machine can then be looked upon 
as the superposition of behavioral 
characteristics of the components on 


its structural form. This separation be¬ 
tween behavior and form lends sim¬ 
plicity into understanding but also 
provides new insight into the prob¬ 
lems of diagnosis and maintenance. 

Recently there has been increased 
activity in the area of compiler-level 
language simulation of digital systems. 
The compiler-level language has a 
distinct advantage in that it places a 
valuable tool in the hands of the de¬ 
sign engineer who usually has at least 
a prima-facie knowledge of such a 
language. The second paper explores 
this approach by the presentation of 
a Simulation routine for edge sensitive 
flip-flops. As a vehicle for demonstrat¬ 
ing the routine, a ring-counter circuit 
which requires trailing edge sensitive 
flip-flops is used. The language em¬ 
ployed is mad (Michigan Algorithm 
Decoder) which can compile and 
execute programs in the Boolean 
mode. In addition, the mad language 
is readily available to design engi¬ 
neers. 

The third and fourth papers de¬ 
scribe practical experiences in auto¬ 
mated failure finding in large logical 
systems. One of these presents pos¬ 
sible approaches for automatic trou¬ 
ble isolation in telephone duplex 
central controls. Of the approaches 
considered, the method which inte¬ 
grates recognition and diagnosis of 
a fault into one unified program ap¬ 
pears to be the most desirable. This 
approach offers a reduction in pro¬ 
gram words without loss of diagnostic 
resolution or significant increase in 
recovery time during fault recogni- 
nition. 

A Structural Theory of Machine Diag¬ 
nosis, by C. V. Ramamoorthy. 
Compiler Level Simulation of Edge 
Sensitive Flip-Flops, by James T. 
Cain, Marlin H. Mickle and Law¬ 
rence P. McNamee. 

A Logic Oriented Diagnostic Program, 
by H. Jacobowitz. 

Automatic Trouble in Duplex Central 
Coritrols Employing Matching, by E. 
M. Prell. 

Thursday, 1:30 p.m. 

Room 20 

Computers for Industrial Process Anal¬ 
ysis and Control 

Chairman: 

Lowell S. Bensky 
Honeywell, Inc. 

Framingham, Mass. 

This session will treat results 
achieved by a user and advances made 
by two suppliers—one a system sup- 
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have you noticed how 
everybody’s just introducing big, 
fast, core-memory systems that we’ve 
been delivering for more than a year? 



When we first introduced our NANOMEMORY™ 900 at the 1964 Fall 
Joint Computer Conference, we claimed an access time of 350 
nanoseconds and a memory capacity of 16,384 words of 84 bits. A 
little later we developed the NANOMEMORY 650. Same capacity 
but with an access time of 300 nanoseconds. 

Soon after we started shipping, reports came in calling our claims, if 
anything, too conservative. Operating margins were indeed wider. 
And with the stack connections reduced by 80%, the reliability 
gave maintenance managers no end of pleasure. 

But more gratifying than the compliments were the re-orders. Of the 
many systems being assembled on the floor right now, 80% are 
engaged. If you want to stay ahead of your competition, call or write 
us about the 20% that are still unattached. Ask for Litpak 6B. 


Em electronic memories 


12621 Chadron Avenue, Hawthorne, California 90250 
Telephone (213) 772-5201 
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SEE OUR NANOMEMORY 
SYSTEM 

DEMONSTRATED 
AT SJCC 
BOOTH 
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• all-new, highly competitive prices 

• built-in drivers, inverters and buffers 
eliminate most interconnecting wiring 

• up to 18 microcircuits per card enable 
high density and lower costs 

• boards designed to meet MIL- and 
NASA standards 

• boards keyed to assure proper mounting 

• dual in-line packages easily replaced 
for ease of maintenance 

• off-the-shelf delivery 


WRITE for this FREE 36 page catalog de¬ 
scribing our complete line of card-mounted 
digital microcircuits. Brochure contains logic 
diagrams, connections, performance data, 
power supplies and card drawers. NEW price 
sheet is also included. 


l/ffra ELECTRON/CS 

Producers of NEMS-CLARKE Equipment 
A Division of Vitro Corporation of America 

919 Jesup-Blair Drive • Silver Spring, Maryland (301) 585-1000 
2301 Pontius Avenue • Los Angeles 64, California (213)477-6717 
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plier, the second, a combined com¬ 
puter manufacturer/system supplier. 

The user, Celanese Research Co., 
is applying a computer system for 
real-time acquisition of data from in¬ 
dustrial testing equipment. The author 
of this paper describes the total sys¬ 
tem objective, operator console inte¬ 
gration, and software techniques 
which implement the immediate re¬ 
quirements and allow for future ex¬ 
pansion. The incentives for design¬ 
ing and installing this computer sys¬ 
tem and the guidelines used as a basis 
for the system design provide an in¬ 
sight into a broad class of potential 
real-time industrial measuring sys¬ 
tems. 

The system supplier, The Foxboro 
Co., has participated in the applica¬ 
tion of computers to the industrial 
process area for many years. The 
author of this paper deals with some 
of the techniques which make direct 
control of industrial processes by com¬ 
puter systems feasible. The centra] 
theme of this paper is directed at 
practical back-up system philosophy. 
The economy of a computer-based 
process control system is achieved by 
centralizing many process loops in one 
computer. This factor, on the other 
hand, leads to potential disaster should 
the central computer malfunction. 
Several back-up schemes have been 
explored and applied. This author de¬ 
scribes the use of a second or redun¬ 
dant computer; his paper evaluates 
the compromises between risk and sys¬ 
tem cost. 

The computer manufacturer/sys- 
tem supplier, Honeywell Computer 
Control Div. deals at length with 
software techniques' which have 
evolved to handle the special prob¬ 
lems encountered in industrial control. 
From the viewpoint that a computer 
control system can be compared to 
training a new process operator, the 
authors of this third paper describe 
the flexibility and power which can 
be built into real-time monitors and 
compilers which are essential to in¬ 
dustrial control applications. These 
segments of the software package will 
be increasingly used in the future to 
reduce the required programming ef¬ 
fort and make system evolution in a 
given process application practical. 

Digital Backup for Direct Digital Con¬ 
trol, J. M. Lombardo. 

Real-Time Monitoring of Laboratory 

Instruments, by Paul A. C. Cook. 
Industrial Process Control Software 

with Human Attributes, by J. B. Neb- 

lett and D. J. Brevik. ■ 
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A tape like this can automate 
your copy distribution. 


Just put it in the new Multigraph® Program Sorter Control and it will automatically sort copies 
as a by-product of duplicating. It eliminates the age-old problem of getting 
the right information to the right people ... on time. 

The new Multigraph Program Sorter Control eliminates hand sorting and gathering. It meets 
the need for selective and variable distribution . . . automatically. It saves time 
by distributing copies to only those concerned with the material. Saves file space, too. 

Here’s how it works: A five-channel, 35 mm. Mylar tape is punched to program the delivery of copies 
from a Multilith® Offset. The tape is inserted into a reading head on the sorter. 

The head reads the predetermined quantities of copies from the tape and automatically 
distributes each copy into the desired sorter pocket. 

A Multigraph representative will be happy to help you eliminate the handwork involved with copy 
distribution. Just call your nearby Multigraph office (listed in the Yellow Pages), and ask for details 
about the new Multigraph Program Sorter Control. Or write Addressograph Multigraph Corporation, 
Department T-6662, 1200 Babbitt Road, Cleveland, Ohio 44117. 


CORPORATION 


helping people communicate 
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What type of data are you generating, and how fast? Bits ? 
Bytes? Nuclear events? Analog signals? . . . 50,000 words 
per second ? Up to 250,000? One million ? (PDP-9 can handle 
your problem easily and economically. Low speed devices in¬ 
terface to the I/O bus inexpensively; higher speeds can be 
handled by the standard, built-in data channels. Truly high 
speeds, up to one megacycle or 18,000,000 bits per second, 
can be achieved by the Direct Memory Access Channel un¬ 
available on less serious computers.) 

Do you have lots of input devices? Ten measuring tables 
digitizing data from photos of nuclear events? Scalers at¬ 
tached to x-ray diffractometers? Nuclear event detectors? A 
room full of gas chromatographs? Analog-to-digitaf con¬ 
verters? (PDP-9 can take them all. A unique, 32-channel 
automatic priority interrupt option assures that no data will 
be lost. Devices interface directly to the I /O bus with low cost 
R series FLIP CHIP modules and without expensive options. 
Up to eight data channels can be used at no additional cost.) 

Do you have many tasks for the same computer? Data col¬ 


lection ? On-line analysis? Mathematical analysis and prob¬ 
lem-solving ? ... Do you want to do serious programming ? 

Develop your own software library? (PDP-9 has the right in¬ 
struction set, the right standard features — like built-in high 
speed paper tape reader and punch and 8Kof memory —the 
right word length and memory size, the right software — the 
all-new PDP-9 ADVANCED software system with FORTRAN 
IV, macro assembler, and two monitor systems — and the 
right bulk storage systems a,nd options.) 

THE* SERIOUS PDP-9 HAS: 18-bit word length for 
easier addressing, larger instruction set, more data per word; 
standard 8K core memory, expandable to 32K; 1.0/zsec cycle, 

2.0 m sec add time; 18,000,000 bits per second maximum I/O 
transfer rate; standard real-time clock; 300 cps paper tape 
reader and 50 cps paper tape punch; console teleprinter; * 

wide range of peripheral options including card readers, line 
printers, CRT displays, plotters, A/D and D/A converters 
and multiplexers, magnetic tape, DECtape, and drums. 

Write for full story. 



DIGITAL EOUIPMEIMT CORPORATION. Maynard. Massachusetts 01754. Telephone: (617) 897-6821 • Cambridge, Mass. • Mew Haven • Washington, D.C. • Parsippany 
N.J. • Rochester, N.Y. • Philadelphia • Huntsville • Pittsburgh • Chicago* Denver - Ann Arbor • Houston • Los Angelos *Palo Alto • Seattle • Carleton Place and Toronto, 
Ont. « Reading, England • Paris, France • Munich and Cologne, Germany • Sydney and West Perth, Australia • Modules distributed also through Allied Radio 
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Even $35,000 for 
a computer is serious. 

Answer some serious 
questions. 
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3M TASK FORCE Reports: to microfacsimile systems 



CENTRAL FILE REMOTE LOCATION 


Are centralized 
engineering files and 
immediate access 
retrieval systems 
compatible? 

They should be. But most are 
not! And if an engineer at a 
remote location can’t get his 
information immediately the 
central file just isn’t doing the job. 

The 3M Company may have a 
solution to the information access 
bottleneck: an Electron Beam 
Recorder (EBR) Microfacsimile 
system. 

Sound complicated? It isn’t! 

Here’s how it works: The engineer 
(he may be located at a plant 
across town) calls the girl 
managing the central files. He 
gives her a drawing or document 
number obtained from his copy 
of the central file index. She 
retrieves the microfilmed drawing 
or document from her random- 
access file. The retrieval system 
can be either manual or 
automated. She then places the 
microfilm (in aperture card 
format) into an electron beam 
microfacsimile scanner /recorder. 
Signals representing the 
information are transmitted to 
the engineer over a wideband 
microwave system, coaxial cable 
or Telpak facilities. Transmission 
can take only seconds. 

A second scanner/recorder 
reproduces the microfilm image 
onto a frame of unexposed 3M 


Dry-Silver Microfilm mounted 
in an aperture card. After the 
electron beam in this scanner/ 
recorder forms a latent image, 
the film is heat processed — in 
seconds — within the unit. 
Output is a stable microimage 
capable of defining the most 
minute detail. 

The engineer then either views 
the image or makes a Dry-Silver 
print.. . this takes only 
4 to 5 seconds. 

The scanner/recorder could 
include a CRT monitor. With it 
the engineer can first view the 
document before transmission to 
verify it is the one he needs. 

How close is 3M’s microfacsimile 
concept to becoming a functional 
system? It’s here! A feasibility 
system was set up at the 3M 


laboratories, and the results were 
most gratifying. Microfilm images 
of D and F sized drawings 
(and of course smaller sizes) 
were scanned, transmitted and 
duplicated. Quality of the 
duplicates met the most 
discriminating engineering 
requirements. 

We, at 3M, would like to know 
something about your engineering 
file and retrieval problems. 

Drop us a line. Also, if you 
would like more information 
on our microfacsimile 
system call or write: 

Rolf Westgard (612) 733-4995 
3M Company 

2501 Hudson Road, Bldg. 235-2D 
St. Paul, Minnesota 55119 
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Do you plan 
to buy your own 
data transmission 
system? 


Because of recent changes in communications reg¬ 
ulations, it is now possible for you to buy your own 
data subset, lease a voice circuit, and send as much 
data over the line as you require. 

The question is: whose system do you buy? 

Wesay Lenkurt. Why? Lenkurt specializes in com¬ 
munications transmission systems. We know the 
entire communications problem —know it from be¬ 
ginning to end. We have been selling data, as well 
as voice and video transmission systems, to all 
types of communications users for over 20 years. 

In short, when you buy Lenkurt, you buy know¬ 
how and experience. 

The second question is: which system do you 
buy? 

Utilities, right-of-way companies, the military — 
all buy the Lenkurt 25A. Why? Quality and flexi¬ 
bility. You can get a wide variety of auxiliary and 
accessory equipment for almost any application — 
inventory control, branch banks, remote business 


machines, etc. You can install the 25A at every con¬ 
ceivable data-sending point to deliver information 
to your central computer. It transmits data up to 
200 bits per second. Adapts to any system—teletype 
or telegraph —and transmits 50% more information 
than any comparable equipment. 

If you have heavy data requirements, such as 
tying large computer installations together, try the 
Lenkurt 26C Duobinary-DATATEL. It’s only 2>Vi 
inches high, and weighs just 20 lbs. It feeds down¬ 
line data at the rate of 150 to 2400 bits per second 
over an ordinary telephone circuit. 

Both systems are accurate, uncomplicated, easy 
to understand, competitively priced. If you plan to 
buy, call on experience. Lenkurt Electric Co., Inc. 
Headquarters in San Carlos, California. Other 
offices: Atlanta, Chicago, Dallas and New York City. 


i£/v/ri//tr MEcmc 


SUBSIDIARY OF 

GENERALTELEPHONE & ELECTRONICS 


GT.E 


Lenkurt Electric Co., Inc., Old County Road, San Carlos, California 

Please send me more information on: □ 25A (Low Speed Data Transmission Set) □ 26C (High Speed Data Transmission Set) 

Name 

Address 

Firm 

City State Zip 
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news# briefs 


BECKMAN GETS INTERSTATE, 
DIVIDES SYSTEMS DIVISION 

Beckman Instruments has had a busy 
few weeks—getting set to acquire 
Interstate Engineering Corp. and 
breaking up the Systems Division to 
assign the pieces to four other com¬ 
pany groups. 

First, the acquisition. It began 
calmly enough, like winter in Chica¬ 
go, with a brief announcement Jan. 
31 that Beckman and Interstate man¬ 
agement had reached tentative agree¬ 
ment on acquisition terms. The plans 
called for exchanging some 770,000 
shares of Beckman stock, worth 
about $44 million then, for the assets 
of Interstate. 

Several days later, reports ap¬ 
peared that Automatic Sprinkler 
Corp. of America was also interested 
in Interstate. They were interested, 
in fact, about $48.5 million worth— 
also in stock—but by that time Beck¬ 
man’s stock offer had a value of 
around $50 million. 

Meanwhile, Baifield Industries was 
heard from; they own over 100,000 
shares of Interstate, between 8% and 
9 % of the stock outstanding. And 
Interstate is apparently a good com¬ 
pany to own' stock in, since it had 
sales of $37.8 million last year with 
a healthy net of $3.8 million. But 
Baifield pointed out that it was only 
concerned as a stockholder, even 
though discussions about acquisition 
had taken place some time ago. 

The matter was presumably settled 
with the Feb. 16 announcement by 
the presidents of Beckman and Inter¬ 
state that the deal was on, for the 
original number of shares, and would 
be submitted for shareholder ap¬ 
proval in about two months. 

So what is Beckman getting—be¬ 
sides the earning capacity? 

Thirty-year-old Interstate Engineer¬ 
ing of Anaheim, Calif., supplies a 
mixed bag of products: test instru¬ 
mentation, timing systems, deep-sea 
buoy.—instrumentation, home fire 
warning systems, home cleaning de¬ 
vices, and mobile home components. 
Also in the bag is a small computer 
—the IEC 1010—made by Inter¬ 
state Electronics Corp., a wholly 
owned subsidiary. The computer was 
announced in August last year; it ? s 
a 16-bit machine with 4-to-64K core, 
integrated circuits, and a 1 usee 


cycle time—selling at a base price 
of $30,500. The subsidiary making 
it has been in the instrumentation 
and systems field for 10 years. 

So Beckman is adding to its sys¬ 
tems capability. But the company 
also announced, in February, that 
it was breaking up the systems divi¬ 
sion-fitting the parts, and the 280 
employees, into four other sections of 
the company: process instruments, 
electronic instruments, medical activi¬ 
ties, and advanced technology. The 
intent, the company said, is to apply 
data processing techniques directly 
to development of products in these 
areas. Louis B. Horwitz, who had 
been manager of the systems division 
since 1962, was appointed corporate 
director of engineering. 

The products referred to comprise 
one possible area where the com¬ 
puter acquired along with Interstate 
might prove to be of use. Products 
now being announced use small com¬ 
puters. One of these, still in the 
development stage, is a mobile medi¬ 
cal unit that will be aimed at hospi¬ 
tal use for gathering and analyzing 
heart data. Another is the Model 
82 Data Processor, shown in the 
photo on this page with the Beck¬ 
man/Scott Vehicular Exhaust Emis¬ 
sions Analysis System—or smog cart. 


Beckman has long been a major 
manufacturer of air pollution moni¬ 
toring instrumentation, and the Mod¬ 
el 82 is a data reduction unit that 
analyzes the exhaust emission col¬ 
lected during a series of tests that 
take about 20 minutes. To do the 
calculations by hand would take 
nearly two hours. 

The processor of the Model 82 
is a PDP-8/S from Digital Equip¬ 
ment Corp. with output through a 
Model 33TA Teletype. It can handle 
input from two of the Beckman/ 
Scott systems. The program for the 
purpose is self-contained and the 
company says the whole job can be 
done by an operator without com¬ 
puter skills or special training. 

The only present plans announced 
for Interstate are for it “to continue 
under its present management,” a 
general-purpose phrase that, with 
many companies in the past, has 
meant “we’re still working it out.” 

ITT WORLDCOM SEEKING 
CHANNEL-SPLIT APPROVAL 

Except for the military, an inter¬ 
national communications user can¬ 
not now lease a voice-grade channel 
and use his own equipment to sub¬ 
divide it at will into teleprinter, 
facsimile/photo, high speed data, or 
other circuits. Each service must be 
leased separately. But Federal Com¬ 
munications Commission approval of 
a proposal by ITT World Communi¬ 
cations could lead the way to a 
channel-derivation tariff. Under the 
February ITT application, the cus¬ 
tomer would be able to create any 
combination of voice and non-voice, 


The Beckman Model 82 Data Processor for Vehicular Emissions Analysis. 
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Talk’s cheap at Applied Logic. 

Over twenty users can talk at once to do its work, Applied Logic chose a 6-million 

Applied Logic Corporation's PDP-6 computer character Bryant Auto-Lift Drum. They say 
with its Bryant Memory System at their it expands the core memory economically and 

time-shared computation center in gives ideal swapping and storage for the 

Princeton, N.J. They can listen, too. All system. And interfaces with no trouble at all. 

because of the low cost and easy access of They must like it! Now they're expanding 

time-sharing. Scientists, mathematicians and with a 60-million character Bryant Model 

businessmen call in from teletype units night 2A Disc File. Write Bryant Computer 
and day, 144 hours a week. Their man- Products, 850 Ladd Rd., Walled Lake, 

machine dialogue may take only a few Mich. 48008. Ask for On-Line Application 

seconds. But it saves them hundreds of Note #3. We'll make a Bryant believer 

man-hours of work. And to help the PDP-6 out of you, too. 

BRYANT 
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or just non-voice, communications 
channels from cable, satellite or 
microwave voice-grade circuits—and 
change the combination at any time. 

ITT has not commented on a pos¬ 
sible tariff, but says it will be more 
economical than the present total 
cost of all the separate services that 
can be created from voice-grade 
bandwidth. Among users urging such 
a tariff are airlines, press agencies, 
and oil companies. 

Given the FCC’s okay, the inter¬ 
national carrier will clear a tariff for 
service between the U.S. mainland 
and Hawaii, Puerto Rico, the Virgin 
Islands, and Guam; between the 
above and Panama, the Philippines, 
and other overseas points; between 
Puerto Rico and the Virgin Islands; 
and between Hawaii and Guam. 
However, in providing this service 
between the U.S. and other countries, 
ITT Worldcom must also obtain per¬ 
mission from the national communi¬ 
cations authorities involved, such as 
the British Post Office, which own 
part of the facilities. Such approval 
is being sought, although no replies 
had been sent to ITT at time of 
writing. 

PROPOSED PATENT CHANGES 
EXCLUDE COMPUTER PROGRAMS 

An amended patent law, specifically 
excluding computer programs, has 
been proposed by President Johnson 
and is now awaiting hearings in the 
House and Senate judiciary commit¬ 
tees. Action is not expected for two 
months, at least. 

The bills (S1042 and HR5924) 
leave software out partly because of 
semantics. A Presidential commission 
that studied patent procedure said 
there was “uncertainty” that pro¬ 
grams comprise material capable of 
being patented. The commission 
added that the Patent Office lacks 
an adequate system for classifying 
programs, and also lacks adequate 
records of the prior art. Both are 
needed, it is claimed, to establish 
that a proposed patent application 
covers a really new program. 

The American Inventors Association 
disagrees with all of these conten¬ 
tions. It says that if program patents 
were registered, the government 
would quickly find out about prior 
art through complaints from pro¬ 
grammers who felt they were being 
robbed. The Patent Office would 
then be in a position to decide 
which claim should be granted. 

The pending legislation would 
change patent procedure by: estab¬ 


lishing a “first-to-file” system for de¬ 
ciding which of a number of applica¬ 
tions covering the same invention 
should be granted; simplifying ap¬ 
plication procedure, and lowering its 
cost; requiring that information in an 
application should be disclosed with¬ 
in two years of the filing date; and 
authorizing the Secretary of Com¬ 
merce to defer examination of ap¬ 
plications to expedite the Patent 
Office workload. 

The bill also authorizes an R&D 
program which would develop better 
storage and retrieval of patent docu¬ 
ments. Currently, the Patent Office 
is expanding a card-punchable co¬ 
ordinate indexing system. Now, the 
system is being applied to about a 
dozen patent subject areas; about 20 
others are in various stages of pro¬ 
gramming. The office has requested 
funds in FY ’68 for a “small-to- 
medium” computer with random ac¬ 
cess capability. 

The ban on program patents—as 
we indicated (Nov., p 79)—will dis¬ 
appoint some software houses, but 
should gladden most equipment mak¬ 
ers. Also, it should gladden Congress¬ 
man Jack Brooks, who feels such 
protection would hamstring future 
technological progress. He conveyed 
these feelings to Acting Under Secre¬ 
tary of Commerce Herbert Holloman, 
one member of the President’s com¬ 
mission. The proposed legislation is 
a direct outgrowth of the commis¬ 
sion’s study. 

COMPUTERS TAKE THE RAP 
AGAIN FOR NYSE TROUBLES 

Closing time at the New York Stock 
Exchange has been a nemesis for its 
computer department in the last few 
months. December 30th saw computer 
and communication failures so tangle 
the closing price reports that it took 
days to unscramble them. Then at 
3:23 p.m. on a mid-February trading 
day, the bug struck again. This time 
the IBM 7750 switching system and 
its backup partner both failed, caus¬ 
ing a loss in transmission of transac¬ 
tions on 41 stocks (although not all 
affected closing prices). 

The 7010 processor reported the 
duplex failure. The fastest solution 
—a program reload—was done within 
1M minutes, and the ticker was going 
again in about 3 minutes. But the 
tickers had to close and the news¬ 
papers had to go to press before the 
missing transactions could be found. 
The data was in core, but a dump and 
decoding would have taken hours, so 
the Exchange technicians went to the 
floor to search the cards and the card 
readers to locate the trades, which 
took 40 minutes. 


The duplex failure was not un¬ 
precedented; it had just never hap¬ 
pened at closing time and affected 
closing prices. As on December 30th, 
the problem was in software. A bug 
caused the programmable chaining 
queue in the core of the variable line 
machine to get out of step—the 7010 
then indicating it could not communi¬ 
cate with either 7750. Why it hap¬ 
pened is still undetermined. 

The Exchange is quick to point out 
that its time commitments are the 
tightest found in any real-time system 
in operation; the ticker should be go¬ 
ing within 5-7 minutes after a failure, 
either via computer or manually. A 
different system, it notes, would not 
safeguard against such happenings, 
most crucial at closing time, and it is 
difficult to correct the software prob¬ 
lems without creating others. 


USASI COMMITTEE WILL 
RELEASE COBOL STANDARD 

The long-heralded proposed cobol 
standard of the usasi is finally emerg¬ 
ing from committee deliberation. 

The basic issue concerning the re¬ 
lationship with codasyl’s cobol lan¬ 
guage defining group was resolved in 
favor of the existing cobou, Edition 
1965 specifications. This means that 
the language of the proposed stan¬ 
dard will be a direct lift from cobol, 
Edition 1965, and will differ only in 
the way in which it is presented. No 
attempt at correcting ambiguities or 
introducing changes will be made by 
the usasi committee; but rather, all 
suggestions concerning the language 
and the meta-language will be passed 
on to codasyl. The X3 sectional com¬ 
mittee has approved the document for 
publication and concurrent balloting 
as a proposed American standard. Be¬ 
fore the end of the balloting period, 
which is usually six months, the 
usasi technical committee will evalu¬ 
ate the number and type of sugges¬ 
tions received as well as the progress 
of the codasyl Committee with respect 
to those suggestions passed on to 
them. The decision will then be made 
whether to modify the proposed stan¬ 
dard and extend the letter-ballot pe¬ 
riod. 

The implications of the. availability of 
a cobol standard may be significant; 
e.g., dependent upon which level of 
the proposed stratified standard is 
chosen, the compiler manufacturers 
may be hard put to revise their prod¬ 
ucts. On the other . hand, if these 
manufacturers support too low a level 
of the proposed standard, the users 
may suffer with a cobol tool as use¬ 
ful as an American Express Card in 
a Hilton Hotel. A lot depends upon 
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"GULP!" 


1 didn't expect so much power from SCC Computers! 



MEMORY 

(MICROSECONDS) 

CORE 

STORAGE 

(THOUSANDS) 

WORD 

LENGTH 

(BITS) 

PRIORITY 

INTERRUPT 

CHANNELS 

HARDWARE 

M/D 

ADD & 
SUB 

MULT 

(MICRO¬ 

SECONDS) 

DIV. 

(MICRO¬ 

SECONDS) 

LOAD & 
STORE 

DELIVERY 

(MONTHS) 

PRICE 
(WITH 4K 
MEMORY) 

650 

2.00 

4-32 

12 

1-64 

option 

4.00 

18.00* 

18.00* 

4.00 

2 

$14,800 

655 

1.75 

4-32 

24 

1-64 

Yes 

3.50 

14.00 

15.75 

3.50 

2 

27,400 

660 

1.75 

4-32 

24 

2-64 

Yes 

3.50 

14.00 

15.75 

3.50 

2 

49,000 

660-5 

5.00 

4-32 

24 

2-64 


10.00 

SOFTWARE 

SOFTWARE 

10.00 

1 

24,600 

670 

1.75 

4-32 

24 

2-64 

Yes 

3.50 

14.00 

15.75 

3.50 

3 

63,000 

6700 

.95 

32-131 

24 

2-64 

Yes 

.70 

1.95 - 

1.95 

.70 

12 

420,000 


SCC 6700 Time Sharing Computer has Character and Bit Manipulation, Hardware Floating Point (ADD-2.0; 

M&D-2.70) ' 

Features include: Buffered Character and Parallel Word I/O Channels; Hardware Index Register; Console; 

Program Operators and Indirect Addressing. Direct Memory Access, Memory Protect, Parallel Operation, * 

Microinstructions and other powerful commands are designed into SCC Computers. ASA Basic Fortran (one 
pass) and Symbolic Assembler (two pass) available. *Extended Arithmetic Unit 

Scientific Control Corporation 

14008 DISTRIBUTION WAY • DALLAS; TEXAS 75234 • 214-241-2111 
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From the original painting by Neil Boyle 

MNEMOSYNE 

Planning Research has designed a search and retrieval system for a consortium 
of title insurance companies who will share the same computer. The initial data 
bank consists of 360 million characters. These will increase at the rate of approxi¬ 
mately 120,000 per month as new property transactions occur. 

Planning Research systems synthesis is complete. It begins with analysis of 
the total system, and design engineering. It ends with final checkout on any com¬ 
puter system. Applied, it saves time or money, or both. For particulars, write to 
Dr. Alexander Wylly, Vice President for Computer Sciences. 

PLANNING RESEARCH CORPORATION 

Home office: 1100 Glenclon Avenue, Los Angeles, California 90024 
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3M brings you No.777,the 
world's finest computertape, 
plus the ultimate in 
computertape capability 


'SCOTCH" IS A REGISTERED TRADEMARK OF 3M CO. 



NEW “SCOTCH" BRAND 
NO. 777 COMPUTERTAPE 


An exclusive breakthrough 
combining long-range reli¬ 
ability and true economy. 
“Scotch 1 ' Brand No. 777 de¬ 
livers extended error-free per¬ 
formance in continued use — 
maintains error-free reliability 
under varying environmental 
conditions. Provides com¬ 
pletely compatible perfor¬ 
mance at all bit densities in¬ 
cluding 1600 bpi (3200 fci). 
Dramatically out-performs 
any other computer tape ever 
developed. 


Who knows more about computer tape tl 


i 








FULL LINE OF TAPES AND 
ACCESSORIES 


3M gives you the world’s 
most complete line of perfor¬ 
mance-proven computer 
tapes for your data process¬ 
ing needs. 3M also provides 
a wide selection of computer 
tape accessories, such as 
sturdy and safe, self-sealing 
shipping and storage con¬ 
tainers to protect your tapes 
in transit or while stored in 
your tape library. Whatever 
your needs in computertapes 
or computertape accessories, 
3M can supply them. 



SERVICE WHEN AND WHERE 
YOU NEED IT 

Nearly one hundred sales 
and service representatives 
are available nationwide to 
provide fast personalized 
service. They are qualified to 
counsel you on selecting the 
most efficient and economi¬ 
cal tape suited toyour specific 
needs. These representatives 
are backed by the world's 
largest, most experienced 
computer tape technical and 
research staffs. With 3M . . . 
solutionstotape problems are 
as near as your telephone. 



NATIONWIDE DISTRIBUTION 
AND MANUFACTURING 

Need fast delivery? Only 3M 
has three strategically located 
full capacity tape manufac¬ 
turing plants in the United 
States. All plants are gov¬ 
erned by the same strict 
quality controls to assure you 
of consistently uniform com¬ 
puter tape products. In addi¬ 
tion, 3M maintains branch 
warehouses in sixteen cities 
throughout the nation to pro¬ 
vide you with prompt, depend¬ 
able supply of all your com¬ 
puter tape needs. 


Whatever computer system you 
employ or plan to use, find out 
how 3M can cutyour costs.Write: 
Market Services Department, 
Magnetic Products Division, 3M 
Company, St. Paul, Minn. 55119. 


than the people who perfected it? 















A fact of life in the EDP business is that computers are far faster than the communications systems used to 
gather the data to be processed. As a result computer systems are still on-line communicating when they should 
be processing. Rixon can help you speed your communications with the Sebit-48M data set. This modem 
transmits data at 4800 bps over Type 3005 telephone circuits. And as it speeds your data communications it 
can also help you lower your equipment and communications costs. 


Call or write today. 
Let us show you 
how to achieve 
new system efficiency 
and economy. 


2120 INDUSTRIAL PARKWAY, SILVER SPRING, 


‘ fMC. 

MD. 20904 



The Sebit-48M data set, 1 of 
8 RIXON Modem Models 


> 
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the rumor of a forthcoming Federal 
government cobol standard. 

In other areas, the survey of pro¬ 
gramming languages and processors, 
which last appeared in 1963, is be¬ 
ing revived. While it has never been 
clear what the specific benefits of such 
a survey are, no one appears ready to 
mount a campaign against its contin¬ 
uance. As far as language standardi¬ 
zation is concerned, this survey will 
point out emerging and specialized 
languages and allow us to determine 
if the current standardization efforts 
have restrained language develop¬ 
ment. 

Of continuing interest is the grow¬ 
ing schism between the usasi Glos¬ 
sary efforts and the international 
ifip-icc Vocabulary of Information 
Processing. Even X3 is in a quandary 
concerning how to resolve not only 
the U.S. “dictionary” style versus the 
international “concept” problem, but 
also the criticism from certain X3 n 
technical groups stating that the 
usasi X3.5 Glossary Subcommittee has 
not reflected their particular special¬ 
ties. It appears likely that X3 will 
junk the U.S. Glossary in favor of an 
extension of the ifip-icc Glossary. 

OLIVETTI-GE CLOSES DEAL 
FOR COMPUTER SALE TO USSR 

As far as can be determined, Olivetti- 
GE is the first to announce a sale of 
computers by an American-affiliated 
company specifically for use in the 

USSR. 

Under three signed contracts, a GE 
415 is to go to a parts distribution 
agency of the Russian government, 
and two GE 400 series systems 
and a 115 will go into the auto manu¬ 
facturing plant being built by Fiat in 
Russia. Since the computers are pro¬ 
duced abroad by Olivetti-GE, U.S. ex¬ 
port licenses are not required (and 
have never yet been given for sale of 
U.S. computers to Russia). But appli¬ 
cations for approval of the contracts 
must be and have been made to both 
the Italian government and the De¬ 
partments of Commerce and Treasury 
of the U.S. 

Approval of the applications does 
not seem unlikely in view of the U.S. 
government’s urging of improvements 
of East-West trade relations and of 
the recent Congressional approval of 
a $50 million U.S. loan to Italy to 
buy American equipment for the Fiat 
auto plant. Other U.S. computers are 
reportedly in Russia, although all are 
said to have been sold originally to 
satellite countries and were exported 
from overseas, not U.S., plants. 


RCA OFFERING MORE 
EMULATORS FOR SWITCHERS 

The third emulator for use with the 
Spectra series, to run IBM 1401 and 
1460 programs on the 70/45, was 
announced by RCA in February, and 
three more will be introduced in May. 
These are mod 35 emulators of the 
1401 and RCA 301, and a 45 emula¬ 
tor of the RCA 501. Two previously 
announced units were systems for run¬ 
ning 1410 and 301 programs on the 
45; the system also runs IBM 7010 
programs. 

After running thousands of pro¬ 
grams on the emulators for the last 
five months, RCA has come up with 
precise ratios on the internal speed of 
running programs in emulation of the 
70’s versus the speed achieved in the 
older systems. These are in the follow¬ 
ing table, along with some typical 
throughput ratios—which are more 
difficult to determine, being depen¬ 
dent on program differences and pe¬ 
ripherals used (e.g., the 1401 printer 
is slower than that used by most new 
machines). 


Internal 

Average 

Speed 

Throughput 

Ratio 

Ratio 

70/45:1401 

4.1:1 

2.5:1 

70/45:1410 

2.3:1 

2.0:1 

70/35:1401 

3.8:1 


70/45:1460 

2.0:1 


70/45:301 

2.5:1 

2.0:1 

70/35:301 

1.5:1 


70/45:501 

2.4:1 


70/45:7010 

0.65:1 

0.9:1 


LAW CONGRESS TO HEAR 
PLAN FOR WORLD EDP CENTER 

“The first step towards a general ac¬ 
ceptance of law as a basis for future 
world peace is to make law more 
readily known and available.” This is 
the basic tenet of a proposal for an 
International Center for the Automa¬ 
tion of Law, to be made at the Third 
World Congress of the legal profes¬ 
sion in Geneva, Switzerland, July 
9-14. 

The first draft of this proposal has 
been issued by The World Peace 
Through Law Center, Geneva, which 
is sponsoring the congress. Among the 
major reasons for the center, it states, 
are to organize and coordinate as soon 
as possible the law computer projects 
around the world “for efficiency 
and economy”—assigning new projects 
needed and discouraging projects du¬ 
plicating effort. (“Only one project in 
any given field is required . . . pro¬ 
vided an information-sharing plan can 
be executed.”) Equally vital is the 
establishment of standards and tech¬ 
niques (e.g., a comrqon indexing sys¬ 


tem that will make information-shar¬ 
ing possible.) 

The center’s proposal notes that the 
most active on-going computer proj¬ 
ects are in the U.S., ranging from the 
commercial Law Research Service (on 
national and state statutes) to univer¬ 
sity projects on various areas of inter¬ 
national, national and state law, and 
activities by federal, state and local 
government agencies. Several projects 
are in the study stage in Europe, 
Israel, and the United Nations. 

Other objectives of the proposed 
automation center would be' dissemi¬ 
nation of information worldwide on 
law and on the methods of automation 
of legal projects. One vital instrument 
would be a data processing center, to 
be established in Geneva. Stored on 
microfilm and in a computer wquld 
be data on all projects (and material 
from their files), texts and briefs on 
international law, comparative law 
(such as different national patent 
laws), and other areas of worldwide 
interest. 

The World Peace Through Law 
Center, headed by William Rhyne, is 
seeking the participation of com¬ 
puter professionals in the planning and 
establishment of such an automation 
center. Further information on the 
proposal and the congress can be ob¬ 
tained from the center at 75 Rue de 
Lyon, Geneva, Switzerland. A pam¬ 
phlet listing the on-going projects 
noted, entitled “Law Research by 
Computer,” can also be obtained from 
the center. 


BUDGET BUREAU REPORTS 
COMPUTER USE IMPROVEMENTS 

In June last year the President sent a 
memo to all federal agencies telling 
them to see what they could do about 
using computers more efficiently, more 
economically, and for further applica¬ 
tions. The first of a series of semi¬ 
annual reports has now been issued by 
the director of the Bureau of the 
Budget, Charles L. Schultze, to de¬ 
scribe the response. 

It turns out that a number of 
things have been done to save the 
government money. Some $70 million 
worth of equipment has been redis¬ 
tributed; $26 million has been saved 
through the use of government ma¬ 
chines outside the installations need¬ 
ing the extra time; and a saving of 
rental costs at an annual rate of $200 
million is claimed as a result of the 
wider use of outright purchase. 

The report also praises the Congress 
for passing legislation sponsored by 
Jack Brooks that gave additional au¬ 
thority to the General Services Admin¬ 
istration and the Department of Com- 
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Adage makes the best computer 
on the market for signal processing. 

It’s called Ambilog 200. 


Combining the best of both analog 
and digital techniques, Ambilog 200 
was designed right from the start 
for processing signals (time-related 
variables, often in analog form). Its 
unique hybrid structure and ability 
to handle efficiently both analog 
and digital information make pos¬ 
sible at relatively low cost the 
extremely high computing rates re¬ 
quired in signal processing appli¬ 
cations. 

DIGITIZING AND RECORDING 

Up to several hundred inputs are 
routed under program control 
through an array of multiplexer 
switches, hybrid arithmetic ele¬ 
ments, and a 14-bit, 4 microsecond 
analog-to-digital converter for re¬ 
cording or outputing. Ambilog 200 
converts raw data to engineering 
units, including corrections for cali¬ 
bration error, at even faster sam¬ 
pling rates than conventional sys¬ 
tems which simply “acquire” data. 

WAVEFORM MEASUREMENT 

Peak values, axis crossings, ratios 
of successive differences, and other 
characteristics of analog signals are 
measured in real time. Using com¬ 
plex programmed detection criteria, 


incoming signals are monitored for 
events of interest, typically with 
a resulting 100-to-l reduction in the 
bulk of magnetic tape output 
records. 

RANDOM SIGNAL ANALYSIS 

Parallel hybrid multiplication and 
summing, 2 microsecond 30-bit digi¬ 
tal storage, and a flexible instruc¬ 
tion format providing efficient list 
processing combine to make Ambi¬ 
log 200 an extremely powerful tool 
for statistical signal analysis tech¬ 
niques. These include Fourier trans¬ 
formation, auto and cross correla¬ 
tion, power spectrum density anal¬ 
ysis, and generation of histograms 
of amplitude spectra. 

GRAPHIC DISPLAY 

On-line CRT displays of incoming 
data, or of results derived by reduc¬ 
tion and analysis, are generated at 
frame rates of about 30 per second 
using line-drawing elements. Other 
visual display configurations, in¬ 
tended as design aids, generate iso¬ 
metric or true-perspective projec¬ 
tions of objects containing more 
than 1000 line segments, with arbi¬ 
trary translation and rotation. 
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FUNCTION GENERATION 

In generating arbitrary functions of 
one or more variables, quadratic or 
cubic interpolation is achieved at 
high speed by using hybrid arith¬ 
metic elements in parallel to evalu¬ 
ate a polynomial function. Or, where 
straight-line approximations are 
adequate, different values of slopes 
and intercepts for each line seg¬ 
ment are fetched from memory for 
operating on the variable. 

SOFTWARE 

Programming aids are tailored to 
the specialized needs of signal proc¬ 
essing tasks, and include an Adage 
assembly system, Fortran, programs 
for source language editing and on¬ 
line debugging and control, and a 
wide range of applications programs 
and subroutines. Ambilog 200 sig¬ 
nal processing systems are currently 
being used for seismic research, 
dynamic structural testing, sonar 
signal analysis, wind tunnel testing, 
speech research, simulation, and 
biomedical monitoring. 

For further details, write M. I. Stein, 
Product Manager, Adage Inc., 1079 
Commonwealth Ave., Boston, Mass., 
02215. 
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merce in procurement, use, standards, 
and research, as well as setting up a 
revolving fund to simplify financial 
arrangements for buying and sharing 
computers. 

The government computer users 
also found some new applications that 
they apparently hadn’t tried before. 
Some examples are computer analy¬ 
sis of data on aircraft accidents; de¬ 
veloping a monitoring system to deter¬ 
mine effects of new drugs; saving the 
salmon in the Columbia River by 
computing proper flow of water from 
reservoirs; and simplifying the ad¬ 
ministration of civil service tests: Other 
examples are given, as well as a list of 
projects using computers to do things 
that could not otherwise be done, 
such as improving the quality of pic¬ 
tures of the moon. 

Reduced costs and improved effi¬ 
ciency were cited in several areas, in¬ 
cluding the agricultural census; 
processing of veterans’ insurance divi¬ 
dends, and the handling of tax reports 
and military supplies. 

In looking ahead, the report notes 
that further work will be done on 
standards for both equipment and 
programming systems and that proj¬ 
ects are under way to establish stan¬ 
dards for data elements and related 
codes. Also coming along is develop¬ 
ment of a government-wide informa¬ 
tion system. 

BURROUGHS SHOWS B2500; 
DELIVERIES TO START SOON 

Less than a year after its announce¬ 
ment in March, 1966, Burroughs 
showed its B2500 to the press at the 
Pasadena, Calif., plant in a demonstra¬ 
tion that included multiprocessing un¬ 
der control of the full operating 
system. 

Specific sales statistics for the new 
machine were hard to come by at the 
press conference, with the most defi¬ 
nite statement being “we’ve sold quite 
a few.” Over-all sales statements were 
plentiful, however. Orders for the 
whole Burroughs computer line were 
over 300 last year, up 75% from the 
year before; the backlog is now 
about $100 million; and more than 
1500 systems are now installed or on 
order, of which 1100 are in the B100/ 
200/300/ class. 

First deliveries of the B2500 for 
internal use as demonstrators are start¬ 
ing right away; first customers will 
get theirs during the second quarter. 

Burroughs spokesmen were espe¬ 
cially pleased (of course) that the 
schedule had been met for the operat¬ 
ing system, which they call the MCP 


—for Master Control Program. It was 
supposed to be ready when the hard¬ 
ware was done and it was. Credit 
was given to the present organization¬ 
al set-up, with hardware, software, 
and systems heads reporting directly 
to a product project manager, and to 
the B5500 simulator that allowed con¬ 
current development of hardware and 
operating system. The company says 
the MCP was operating seven hours 
after they first plugged in the com¬ 
puter and a few hours later was 
handling multiprocessing. The execu¬ 
tive responsible for the organizational 
lines is James A. McCullough, vice 
president for product management. 

The B2500 is at the low end of the 
500 series of machines, apparently a 
reasonable step up from the older 
B300 and the IBM 1400 series; 
emulators are available for both. Typi¬ 
cal price for a small tape system is 
about $4200/month. Core memory 
starts at 10K bytes, goes up to 60K, 
and has a cycle time (for two bytes) 
of 2 usee. The processor uses mono¬ 
lithic integrated circuits and pro¬ 
gramming languages available include 
cobol, fortran, and two assemblers. 

Next larger machine is the B3500, 
announced at the same time as the 
2500 but not yet demonstrated. It’s 
similar, but has core capacity up to 
500K at 1 usee and will be priced up 
to about $21,000/month for a big 
disc system. Next is the 5500, which 
began life as the 5000 some years 
ago but is selling better now than in 
its youth. After that in size is the 
6500, scheduled for mid-1968, and 
the 8500; two of the latter have been 
sold. 

Except for the B8500, the main 
frames, tape and disc units for the 
whole line are being made in Pasade¬ 
na. As a result the plant is outgrown 
and the company has had to rent 
another 65,000 square feet of manu¬ 
facturing space about a mile away. 

With the new machine ready for 
delivery, 15 models of disc files to sell, 
a just-announced input/display termi¬ 
nal, and winning of the illiac iv con¬ 
tract, Burroughs is shaping up as a 
strong contender for a growing share 
of that part of the market not perma¬ 
nently presold on IBM products. 


OREGON FIRMS DEVELOPING 
MEKONG RIVER SIMULATION 

Two Portland, Oregon, dp firms are 
participating in a project to control 
one of the world’s great river systems, 
the Mekong. 

United Data Processing, Inc., and 
Automated Information, Inc., have a 
contract to program computer ap¬ 
plications of a mathematical model 


that simulates the world’s eighth 
greatest river. The Lower Mekong, 
excluding sections of China and Bur¬ 
ma, constitutes the program area. 

From the mountains of northeastern 
Laos, the Annam Cordillera, which 
separate Laos from Vietnam, through 
the Korat Plateau, the large undulat¬ 
ing plain of northeastern Thailand 
through the flat, low Cambodian 
plain, to the delta of the Lower Me¬ 
kong in southern Vietnam, the river 
is virtually uncontrolled. 

From its basin it collects sufficient 
runoff so that when it empties into 
the South China Sea near Saigon its 
discharge is only 10% less than that of 
the Mississippi—and twice that of the 
Columbia. Seven million people now 
live in areas to be affected by proj¬ 
ects resulting from the computer 
simulations. 

The contract is from the U.S. Army 
Corps of Engineers, North Pacific Di¬ 
vision. The companies were selected 
on an assigned contract basis because 
of their experience in preparing flood 
routing and power programs since 
1957. According to Michael A. C. 
Mann, president of Automated Infor¬ 
mation (a udpi spin-off), Thai, Lao¬ 
tian, Vietnamese and Cambodian of¬ 
ficials on the Lower Mekong Co¬ 
ordinating Committee and the Corps 
of Engineers agreed to prepare com¬ 
puter applications of the model for 
the ibm 360/40 with fortran iv 
(Level E) disc operating system. 

The Corps of Engineers empha¬ 
sized the importance of storing river 
system characteristics on-line because 
of the probable large increase in the 
50-60 control point stations now 
situated on the Mekong, Edward 
Davis r udpi systems consultant, said. 

When the programs are completed 
this spring, according to Mark L. 
Nelson, chief of the Water Control 
Branch of the Corps of Engineeers in 
Portland, simulated regulation of the 
river will demonstrate: 

How the river can be controlled 
most effectively (an optimal control 
plan). 

The level of flow to be sustained 
for navigation and for prevention of 
salt water intrusion. 

Where water can be made available 
for irrigation. 

The amount of power the total sys¬ 
tem and each project within the sys¬ 
tem can develop in flood periods and 
the secondary power which can be 
developed in non-flood months. 

Comparative economic merit of 
projects proposed to harness the river. 

Preliminary studies of the river 
basin give some idea of the scope of 
possible future projects: more than 
20 million kilowatts of potential in¬ 
stalled power; 10 million-plus acres 
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Decision Control’s 
VersaSTORE core memories 
have the best operating 
margins in the business 



Here’s why 


* 


r 


Magnetic cores used in memory To further improve these margins, 1 

systems change characteristics with sense amplifier gain is uniformly 

temperature, causing shifts in operat- maintained to 1 mv without adjust¬ 
ing margins. Older memory systems ment. And, these VersaSTORE mar- 

used stack heaters in an effort to gins are guaranteed at the customer 

maintain a constant temperature. end of the cable — 25 feet for main- 

Heaters had several drawbacks — frame VersaSTORE. 
warm-up time, temperature gradients VersaSTORES are available from 
throughout the stack, etc. 256 to 4096 words of up to 24 bits 

VersaSTORE overcame the need per word for use in buffers, I/O 

for a stack heater with a unique and equipment, etc. Mainframe Versa- 

simple servo which allows stack tern- STORES for computer mainframes 

perature to follow ambient tempera- anc * large digital systems are avail- 

ture, but compensates by optimizing a ^ e from 4096 to 65,536 words of 

drive currents, and insures excellent up to 36 bits or 72 bits. 

margins under all conditions. Both For more data about Versa- u 

our standard VersaSTORE and our STORE’S integrated circuit construc- 
mainframe VersaSTORE use the tion, compact sizes, and compact 

unique D.C.I. servoed drive system. prices, please write. ' 

uVL, VersaSTORE, and Mainframe VersaSTORE will be on display at booths H8-H10 at the SJCC. 

Stop by and discuss your digital system requirements with a Decision Control applications engineer. 

DECISION CONTROL, INC. 

1590 Monrovia Avenue, Newport Beach, Calif. Tel. (714) 646-9371 • TWX (910) 596-1358 
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of land needing irrigation; flood con¬ 
trol which will require 70 million acre- 
feet of effective storage coupled with 
36 million acre-feet' to be consumed 
by irrigation; reclamation of untold 
acres of saline soils, now unsuitable 
for agriculture; possiblity of opening 
the main stem of the river to slack 
water navigation for vessels of more 
than 2,000 tons all the way to Phnom 
Penh, Cambodia. 

The programs will allow the Asian 
governments to relate the annual cost 
of their projects to benefits which the 
computer simulation has shown can 
be realized. By changing the projects 
in the system or varying their size, 
Asian governments will be able to 
determine from the computer in¬ 
creases or reduction in benefit from 
proposed changes. 

Ten Asian trainees, all with spe¬ 
cialties in hydrology, power eco¬ 
nomics or engineering, are helping the 
Corps of Engineers prepare data for 
the computer. They will take the pro¬ 
gram with them when they return to 
Asia in early May and simulations will 
be run on a 360/40 in Bangkok. 

Preparing data for the program has 
had its unusual aspects. For example, 
the purpose of the power program 
is to simulate what will happen when 
a project with certain specifications 
is located at a given site. The raw 
material for such a task is a mass of 
hydrometeorological data and river 
flow characteristics. But such data is 
largely lacking for the Mekong prior 
to 1960. What does exist, however, 
is a body of observations regarding 
precipitation in the river basin. 

From this information and scattered 
observations on river flow character¬ 
istics, the model computes flows with 
theoretical flow equations. Computer 
model outflows are compared with ob¬ 
served flows and fudge factors ad¬ 
justed until recorded weather input to 
the model produces flows which match 
the observations. In this way, a 25-30 
year stream flow history of the Mekong 
is being synthesized. 

Key to the system being developed 
is a disc-stored run file, representing 
all data describing the model—the 
projects of the river basin represented 
over a time period of several years 
from five-day to full-month increments. 

The power program is broken into 
three major divisions: input, basic 
power study program, and output. 
Some 35 subroutines are structured in 
the power program, more than 50 
in the flood routing program. Approx¬ 
imately a dozen subroutines form the 
basic structure of the flood routing pro¬ 
gram. 


Some 30 specialized application 
subroutines have been built into the 
next level of the flood routing pro¬ 
gram. These perform such functions 
as simulating lake or reservoir condi¬ 
tions and evaluating backwater sur¬ 
faces. 

Even as the program teams work to 
complete final subroutines and work 
out all bugs, a feasibility study on a 
dam project with six times the stor¬ 
age capacity of the Grand Coulee sys¬ 
tem is underway by the U.S. Depart¬ 
ment of Reclamation 40 miles up¬ 
stream from Vientiane, Laos. 


CREDIT-CHECKING FIRM 
WILL INVADE EAST COAST 

Credit Data Corp. (Datamation, Oct., 
’66, p. 33), a credit-checking firm that 
has developed computer techniques 
for fast response to credit inquiries, 
is adding a New York City facility 
and hopes to deal eventually with the 
records of some 50 million consumers 
in the area between Washington. 
D.C., and the Canadian border. 

The company started this kind of 
service in Los Angeles in 1965. Since 
then it has expanded into northern 


we used to be 
computer reps 
of the west! 


We still are, really. But we’ve discovered lately that the toothbrush is 
best kept in the desk drawer, for we have become instant and constant 
travellers. In addition to our London affiliate, Costello Computer Sales, 
we have opened offices in Houston, Texas, and West Palm Beach, Florida. 
Our sales reps are always up in the air about something: a trip to one of 
our principal’s plants to bone up on new developments in the product 
line, a trip to a customer to tell him about it, perhaps a trip to a new 
office. 

We represent companies which make the finest systems and components 
in the industry, we try to offer service equal to this quality. 

Our employees know of this ad. 

P.S. The COSTELLO TERRITORIAL COMPILER is a witty, outrageously 
informative journal for computer people only. Clip your card to this ad 
and send it to our Culver City office for your instant free copy. 

COSTELLO & COMPANY 

computer reps 

Representing: ACME / ANELEX / BRYANT / C0LLECTR0N /CORNING ELECTRONICS 
DIGITAL DEVICES / FABRI-TEK / RIX0N / ROYAL / TASKER / UPTIME 

GENERAL OFFICE: 5795 W. Washington Blvd., Culver City, California 90230 / Phone: (213) 937-2980 
DISTRICT OFFICES IN: Palo Alto, California; Phoenix, Arizona; 

Houston and Dallas, Texas; Littleton, Colorado; Riviera Beach, Florida. 

OVERSEAS AFFILIATE: COSTELLO COMPUTER SALES, London, England 
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California as well and is now in the 
file-conversion stage for a Midwest 
operation based in Detroit, where the 
company was started in 1930 as a 
conventional credit bureau. 

The New York operation is expected 
to be in action about July 1. It will 
use a 360/40 with three mod 4 2302 
disc units and a 2311. This equip¬ 
ment is fed by punched cards pre¬ 
pared during phone conversations 
with the subsetibers. In the New York 
area, these will be banks, retail store 
chains, and finance, oil, and credit- 
card companies. The whole opera¬ 
tion, from inquiry to approval or 
rejection of the consumer’s credit, is 
handled within 90 seconds. 

Initially, the New York office will 
provide the service to 18 counties and 
by this summer will have about 20 
million records in the files. 


DECISION-TABLE FANS ASKED 
TO JOIN USASI COMMITTEE 

The United States of America Stan¬ 
dards Institute has recently formed an 
ad hoc committee on decision tables, 
now studying the feasibility of stan¬ 
dardization. 


The committee has arranged an 
open forum session on the day after 
the sjee, April 21, in Atlantic City. 
Speakers have been invited to present 
papers on the variety of uses of 
decision tables and publication of the 
papers is planned. 

Computer people experienced in 
this area and interested in joining the 
committee should write to Marjorie F. 
Hill, Control Data Corp., 3145 Porter 
Drive, Palo Alto, Calif. 94304. 


IRS COMPUTERS NOW 
WATCHING EVERYONE 

This is the first April that the Internal 
Revenue Service will be checking all 
income tax returns by machinery, us¬ 
ing their 17 Honeywell 200’s at seven 
regional offices. 

Everyone knows about the bad- 
news aspect of this by now: all those 
tiny interest payments recorded in 
your savings account book will be 
matched against your return to help 
you remember any extra income. 

There is, however, a shred of good 
news. They’re doing the refunds first 
—saving the returns with zero balances 
or checks attached for the quieter 
days. 

About 100 million returns will be 


handled by April 15, with two peaks: 
one is in February and the other at 
the last minute in April, the former 
presumably caused by filers who ex¬ 
pect refunds. 

The machines aren’t idle the rest of 
the period though—or the rest of the 
year. Because of business returns, 
quarterly filings by individuals, and an 
assortment of other records the IRS 
deals with, about 600 million docu¬ 
ments a year are handled by the 
H-200’s. 

Now that the network is complete, 
processed information from the region¬ 
al offices on mag tape is sent to the 
national computer center in Martins- 
burg, W. Va. Here it is matched 
against master files that include past 
returns for each taxpayer as well as 
a record of his present income from 
all sources. 

The final result is a set of tapes for 
preparing refund checks—and “a 
vastly improved means of detecting 
the small percentage of tax evaders 
and delinquents.” 


FIRST RESEARCH ASSOCIATE 
ASSIGNED TO NBS CENTER 

The National Bureau of Standards 
program to develop information pro- 


INF0RMATI0N STORAGE AND RETRIEVAL SYSTEM PROBLEMS? 

Computer Command and Control Company has an efficient system available for the IBM 
7040/7044/7090/709411 with Model 1301 disk units. 

You can use this system for any information processing problem. Our system is independent of 
data formats and contents. Specify what to retrieve by a description of the required attributes 
(key words) of your data. Specify the processing to be performed by a similar description— 
the programs can be stored in the same file. 

Dynamic data modification? Yes, this is basic to the system. 

Compatibility? Works under the normal IBSYS monitor. 

Flexibility? Add or delete functions or data dynamically. 

Efficiency? We mean direct access to the data to be processed. 

(Maximum access time less than 250 milliseconds.) 

How do we do it? We'll by happy to tell you. 

Call or write for a complete description. 

Mr. James F. Russell 

COMPUTER COMMAND AND CONTROL COMPANY 

Suite 510 Wilford Building 
33rd & Arch Streets 
Philadelphia, Penna. 19104 
215-382-3421 
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the best shape data’s ever been in 


Because the DataGard two-piece case seals 
airtight, your tapes are completely guarded 
against dust, moisture, and accidental 
damage in handling and storage. And the 
DataGard stacking ring interlocks for extra 
safety while tapes are in transit. 

Want a closer look at DataGard? Just say 
the word. We love to prove our case. Call or 
write us at TAB Products, Box 2630, San 
Francisco, California 94126. 


This shape helps you increase reel density 
without sacrificing total tape protection. 
Here’s how. 

Start with that little “foot” on the DataGard 
Trimline case. When it’s inserted in the 
DataGard reel rack you’ve just gained 40% 
in storage space over ordinary two-piece 
cases. Your tapes are stored the way they 
should be—fully protected. You avoid drop¬ 
outs, crimped edges, read-out problems. 


products co. 












The 20-minute education break. 


For busy people who need to know. 

Maybe you have a programmer who needs to brush up Right now there are 29 P. I. courses available to IBM 

on COBOL, or a tab operator who needs to know customers covering punched card systems, computer 

about the IBM 85 Collator. Or you may know a junior fundamentals and computer programming. More are 

executive who just wants to learn a little bit about data being developed. 

processing. IBM has an easy way to teach them. But programmed instruction won't replace your 

It's called programmed instruction —P. I. for short, local IBM Education Center. Some subjects are just too 
P. I. is an approach to self-study that guides a stu- complex or too specialized to be taught by P. I. So we'll 
dent through the required material at the student's continue to operate our school system—providing a 
own pace, a step at a time. He can breeze through five comprehensive curriculum for everyone from key 
or ten pages whenever there's some time to spare—at punch operators to board chairmen, 
home or on the job. Either way—sending the student to school or the 

Last year, some 100,000 students took IBM pro- school to the student—IBM education helps you and 
grammed instruction courses. And the results were your people learn how to get the most productive 
gratifying. Students learned faster—27% faster on the work from your IBM system. 

average—and scored higher than did those in conven- IBM Education: it's there when you need it. Just like 
tional lecture-discussion classes. the rest of IBM's services. 

IBM 
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cessing standards with the assistance 
of computer industry representatives 
is' now under way. Stanley Buckland 
of Control Data Corp. is the first 
research associate to be assigned to 
the NBS Center for Computer Sci¬ 
ences and Technology. 

Mr. Buckland’s research will cover 
analysis of the influence of 8-bit com¬ 
puters on machine-coded information 
exchange. Other industry-sponsored 
research associates will be added to 
support the NBS project, intended to 
develop standards for computer hard¬ 
ware and software to effect economies 
in government purchase and use. 


ITEK GIVES UP ON 
MCP STORAGE UNIT 

Itek’s photo-optical memory system, 
the MCP-1000, announced in 1965 
(March ’65, p. 17), has been formally 
deleted from the product line. Read¬ 
ing from the writing on the plastic 
discs (which, in modules, were to 
have formed a bulk memory totalling 
10 12 bits storage capacity) seems to 
have been a problem. While Itek feels 
MCP development proves the tech¬ 
nical feasibility of optical techniques 
(laser recording) for digital storage 
and retrieval, the equipment is not, 
the firm says, “sufficiently reliable for 
continuous operations because of in¬ 
herent defects in some of its electronic 
circuitry and in some of its electro¬ 
mechanical components.” 

Originally slated for general mar¬ 
keting and for use in file conversion 
at a planned New York service center, 
MCP equipment now will be used 
as a “test instrument for further 
technical development.” Itek has 
“charged against profits $566,564,” 
representing undepreciated cost of 
equipment at the end of 1966. 

Itek will, however, continue de¬ 
velopment of its stenowriter (for com¬ 
puter translation of stenotype tran¬ 
scription), now using magnetic mem¬ 
ory for storage of the specialized 
stenotype dictionary, instead of the 
photo-optical disa 


PUBLISHING FIRM ENTERS 
EDUCATIONAL DP MARKET 

Follett Publishing of Chicago has 
entered the computer-based educa¬ 
tion systems market by becoming a 
major stockholder in Instructional Sys¬ 
tems Corporation, a technology-ori¬ 
ented company based in Palo Alto, 
Calif. Follett will market a computer- 
based counseling information service 


developed by ISC, which promotes 
mixed hardware systems based on the 
needs of the particular curriculum in 
each school. 

Robert J. R. Follett, vice president 
and general manager of the publishing 
company, believes his is the first 
publishing firm to move into a com¬ 
pany of this sort. 

Selecting the best hardware to do 
specific jobs in a coordinated system 
with the curriculum as a criteria, he 
feels, is a more sensible direction than 
adapting a single manufacturer’s 
equipment to fit the system. 

“Others may grope for the complex 
computer-based learning systems that 
will revolutionize education,” he says. 
“Our first task is to develop a number 
of more practical ways in which pres¬ 
ent computer technology can help 
today’s educators deal with their cur¬ 
rent problems more effectively.” 

Principal researchers and vice pres¬ 
idents of Instructional Systems Corpo¬ 
ration are Dr. Murray Tondow, Direc¬ 
tor of Educational Data Services for 
the Palo Alto Unified School District 
and the former Dean of Research and 
Development for Chicago Teachers’ 
College North, and Dr. John W. 
Loughary, Coordinator of Research 
for the. Division of Psychological Ser¬ 
vices at the Univ. of Oregon and 
author of Man-Machine Systems in 
Education , 


PROGRAMMING NOW REQUIRED 
COURSE AT PRIVATE SCHOOL 

Computer operation and program¬ 
ing is now a required subject, and an 
instrument for homework, at a private 
high school in Pomfret, Conn. 

Most of the 215 students at Pomfret 
School have taken week-long courses 
using a pdp-8 and are now developing 
programs dealing with such topics as 
electronic circuit analysis, a new 
triple precision floating point package, 
and refraction of light in the atmo¬ 
sphere. Some are using the assembly 
language, macro-8, as well as the 
calculator system to do homework 
and laboratory calculations. The 8 is 
a 4 K-word system with two keyboard 
printers and a tape reader and punch. 

Last fall, the school began by teach¬ 
ing a test group of 34 students com¬ 
puter fundamentals, programming 
techniques, and fortran (based on 
the Digital Equipment Corp.’s pdp-8 
fortran programming manual). Both 
programming techniques and machine 
operation procedure were covered in 
one class. For a week of classes, the 
students programmed problems on the 
system, ending with a program for 
solving a quadratic equation. The rest 
of the students were then given 
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command decision or permanently 
recorded for analysis and record, a 
Photomechanisms system will do it for 
you most efficiently. 

Photographic recording, process¬ 
ing, projecting, and printing offer a 
wide and flexible choice of techniques 
that can be applied singly or in com¬ 
bination to solve any problem of han¬ 
dling large quantities of data that 
moves too fast for visual analysis. 

Hard Copy Generating Systems by 

Photomechartisms can be custom as¬ 
sembled from modular subsystems to 
meet your specifications for capacity, 
sensitivity, and cost. Four basic sys¬ 
tems are currently available to fit al¬ 
most any application. 

Large Screen Display Systems by 
Photomechanisms photographically 
record monitored events and display 
them in black and white or in a variety 
of colors in near real time. Present 
systems are particularly well suited to 
applications where large amounts of 
data must be displayed and changed 
frequently. 

Clean, permanent, hard copy prints 
or fast, multi-color display for decision 
making—Photomechanisms can help 
you do what you want to with your 
computer output. 



15 Stepar Place, Huntington Station, N.Y. 11746 
(516) 423-4411 
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For people who wish to save 
dollars and data 


CEC’s DR-3000 Digital Magnetic Tape 
System is a minor phenomenon in an age 
of high cost instrumentation. 

Not only does the DR-3000 cost less than 
any other digital tape handler, but it offers 
a combination of versatility and reliability 
unmatched by the majority of today’s most 
expensive systems. 

Compare these advantages: 

0 Highest performance specifications at 
lowest cost of any tape transport available. 
0 The DR-3000 is fully IBM compatible 
with assured machine-to-machine compati¬ 
bility at all speeds and all densities, 7 or 9 
channel. 

0 The DR-3000 is the only low cost trans¬ 
port with straight-line loading for rapid, 
easy tape loading. 

0 CEC’s unique, all-metal-front-surface 
heads guarantee 2500 hours head life—the 
highest in the industry. 

0 Fully computer compatible command 
structure and selectable logic levels provide 
wide flexibility of interfacing. 

0 Dual capstans with positive drive pre¬ 
cludes tape slippage and assures gentle tape 
handling. 



0 Simplified parts provisioning and service 
with complete interchangeability of parts, 
regardless of speed requirements. 

0 There is one basic model with tape speeds 
from 37 J /4 to 112Vi ips—and a choice of 
cabinet configurations: horizontal for com¬ 
puter applications; vertical for data acquisi¬ 
tion systems. And, due to its rugged compact 
construction, the DR-3000 is also ideally 
suited for mobile assignments. 

0 Each system is supported by prompt local 
service and assistance available through 
CEC’s nationwide resident field force. 

Is it any wonder that the DR-3000 is consid¬ 
ered the “best buy” in digital tape recording? 
For complete information, call your nearest 
CEC Field Office. Or write Consolidated 
Electrodynamics, Pasadena, California 
91109. A subsidiary of Bell & Howell. 
Bulletin 3000-X12. 


DATATAPE PRODUCTS 

CS Bele Howell 
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courses adjusted to their level of 
mathematical knowledge. 

Pomfret also plans to invite other 
secondary schools in the area to share 
its computer facilities for similar train¬ 
ing efforts. 


KITCHEN TABLE PROGRAMMERS 
GET MACHINE TIME BY MAIL 

So far, nearly 100 people—including 
a plumber, lab technician, accountan- 
tants, and computer operators—are 
taking the home-study course in com¬ 
puting offered by Computer Usage 
Education Co., according to director 
Ascher Opler. 

The 24-lesson, $650 (company 
group discounts available) course is 
aimed at making the student quali¬ 
fied in programming (in 360 assembly 
language, fortran and cobol ), while 
also providing computer background 
and applications education. Though 
there are several home-study program¬ 
ming courses, cue’s is said to be the 
first which runs students’ programs 
on a computer. The course can be 
completed in 8-14 months. For infor¬ 
mation: 
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Two ways to remember 
Raytheon Computer. 


HOME-BUILT HYBRID 
FOR STOCK FORECASTS 

Five-year-old Electronic Stock Eval¬ 
uator Corp. at Rockville Center, N.Y., 
has built itself a place in the invest¬ 
ment service field by building its own 
analog/hybrid computer to forecast 
the stock market. More than 50 major 
investment institutions (banks, bro¬ 
kers, mutual funds, etc.) use the ese 
services, which include market fore¬ 
casting; short-term potential ratings 
on stocks, strategies for conservative, 
aggressive, and all-out trading; and 
best-buy recommendations. Individu¬ 
al investors can also buy weekly re¬ 
ports at $225/year. 

Founded and managed by elec¬ 
tronic engineers, led by John Lambert, 
ese has used military trajectory pre¬ 
diction, tracking and smoothing tech¬ 
niques in its computer to come up 
with six million forecasts on over 
2000 stocks—four million said to be 
correct, one million inconclusive, and 
one million incorrect. 

The firm felt that as price action 
was not only due to fundamental 
financial data on a company, but also 
to fads, publicity, character of the 
market, and other “popularity” factors, 
a hybrid computer was the solution 
to testing various evaluation models 
and formulas at high speeds and mini¬ 
mum expense. As these models are 


Raytheon Computer now makes DRO core memories as well 
as NDRO BIAX memories. The new 300 Memory System is 
a 900 nanosecond, 2 Y 2 D core memory for large capacity, high¬ 
speed random access storage. Systems come in 8K and 16K 
modules with word lengths to 72 bits and are delivered com¬ 
plete with power supply and built-in self-tester. If you need 
an 8K or 16K memory with 28 bits or less, we can ship you a 
system in just a few weeks. 

Since the first of this year, engineering sales representatives 
throughout the U.S. and Canada have been primed on both 
core and BIAX memories. If you’d like fast answers on prices, 
technical details and delivery, call any one of them today. 

Visit us in booth “K” at SJCC. 


ALABAMA 

CURRIE AEROSPACE ASSOC. 
Huntsville (205) 536-5650 

CALIFORNIA 

WILLIAMS, HEDGE & MARTIN 
Costa Mesa (714) 540-3244 
From L.A. (213) 944-3257 
Palo Alto (415) 941-3505 

COLORADO 

AZTEC ENTERPRISES, INC. 
Englewood (303) 761-0101 

CONNECTICUT 

J & J ASSOCIATES 
Hamden (203) 624-7800 

FLORIDA 

CURRIE AEROSPACE ASSOC. 
Orlando (305) 855-0843 

ILLINOIS 

PIVAN ENGINEERING 
Chicago (312) 539-4838 


INDIANA 

PIVAN ENGINEERING 
Indianapolis (317) 846-5805 

IOWA 

PIVAN ENGINEERING 
Cedar Rapids (319) 365-6635 

MASSACHUSETTS 

J & J ASSOCIATES 
Waltham (617) 899-0160 

MICHIGAN 

WKM ASSOCIATES, INC. 
Detroit (313) 892-2500 

MINNESOTA 

PIVAN ENGINEERING 
Minneapolis (612) 537-4501 

MISSOURI 

HARRIS-HANSON CO. 

Kansas City (816) 444-9494 
St. Louis (314) 647-4350 


NEW JERSEY & MET. NEW YORK 

KENNETH E. HUGHES CO., INC. 
Fort Lee (201) 944-1600 
N.Y. Phone (212) 695-0082 

NEW MEXICO 

AZTEC ENTERPRISES, INC. 
Albuquerque (505) 268-6421 

NEW YORK 

DB ASSOCIATES, INC. 

De Witt (Syracuse) (315) 446-0220 
Lancaster (716) 835-6186 
PENNSYLVANIA 
WKM ASSOCIATES, INC. 

Pittsburgh (412) 892-2953 
TEXAS 

CAREY-WOLF CO. 

Houston (713) 643-2114 

WISCONSIN 

PIVAN ENGINEERING 
Waukesha (414) 547-5131 

CANADA 

RAYTHEON CANADA, LTD. 

Waterloo (519) 745-6831 



RAYTHEON 


Raytheon Computer, 2700 S. Fairview St., Santa Ana, Calif. 92704 
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The choice of language, frankly, is your problem. Per¬ 
haps either bodaciousness or necessity has led you to 
invent one of your very own. Now you face the next 
problem: how to get optimum results from your com¬ 
puter through that new language. At this stage, please 
consider our experience. We build compilers. We build 
them for your specific purpose(s). We approach the 
task of compiler building differently from other people. 


And the results are excellent. 

The advantages of our approach to FORTRAN and 
PL/1 compilers are well known. Our same approach 
offers equal advantages .when applied to a new lan¬ 
guage for a special application. We explain how we 
manufacture compilers in a special brochure. In almost 
completely debugged English. Phone or write to Chuck 
Schwedes. 


IMOITEK 

5959 West Century Blvd., Los Angeles, Calif. 90045 (213) 670-9040 
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news briefs 


developed, they are programmed into 
a digital computer, the H-120, to de¬ 
velop a comparison. Five million items 
of data on the stocks are now on 
mag tape and can be sorted and 
printed in graphical form. 

The ese computer, patented last 
September, has 60 potentiometers 
into which scaled financial and price 
history data are programmed. Tests 
are then performed to find out the 
determinates of price action. Validity 
of evaluations is determined by the 
prediction error displayed on an 
R.M.S. meter or oscilloscope. Once 
the optimal model of a stock is ob¬ 
tained, it is output to and read man¬ 
ually from a digital voltmeter. 


PERKIN-ELMER GOES OWN 
WAY ON TIME-SHARING 

A home-grown time-sharing system 
based on a coupled SDS 930 and 
9300 is operating at the Perkin-Elmer 
Corp. Running only three hours/day 
but "due for longer runs, it can service 
simultaneously up to 16 on-line users, 
including lens designers. They get 
from 1-5-second response times on 
their 1050 and Teletype terminals. 

There’s no paging: users are ser¬ 
viced on a round-robin basis. And a 
file management system on the disc 
has a lock for strangers, a key for 
privileged users. Software includes 
fortran iv, meta-assembler and a 
text editor tailored after UC-Berke- 
ley’s qed. 

Designed before SDS had its 940 
t-s system, this configuration provides 
the 9300’s floating-point capability, a 
feature lacking on the newer 940. 


We make either 
standardized custom 
readers 



or customized 
standard readers 


• The codasyl cobol language 
subcommittee has set up a task force 
to develop extensions to the mass stor¬ 
age language features of cobol, 
permitting definition of file struc¬ 
tures using list processing and chain¬ 
ing techniques. Contributions of ideas 
to this end are invited. Correspon¬ 
dence should be addressed to W. G. 
Simmons, chairman, P.O. Box 124, 
Monroeville, Pa. 15146. 


0 Papers are requested for the “An¬ 
nual Review in Automatic Program¬ 
ming,” which last appeared in 1964 
under the editorship of the late Rich¬ 
ard Goodman and is being resumed 
by an international editorial board. 
It will be published by Pergamon 
Press, beginning late this year or early 
next year. Manuscripts should de- 


A standard Remex Tape Reader is a pretty specialized 
piece of equipment. And we've probably got one that'll 
perform for you like it was made to order. 

But maybe you're after something a bit exotic. A new system, 
a new application, a whole new idea. In that case, we can 
build your reader from the ground up. And we'll build it with 
the same know-how, the same efficiency and many of the 
same time-tested components that go into our standard designs. 
One way or the other, we'll make sure the reader you get 
does everything you want it to do. Just tell 
us what you want. Call 213-772,-5321 
or write: 5250 W. El Segundo Blvd., 

Hawthorne, California 90250. 



xlo: 


REMEX ELECTRONICS 

A UNIT OF EX-CELL-O CORPORATION 
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This 16-bit, real-time computer 
multiplies faster, has a faster throughput 
and costs less than the Sigma 2. 


It’s our SEL 810A, for high-speed data acquisition and control. All integrated 
circuits, 3 levels of priority interrupt, 4K memory, teletype, high-speed hard¬ 
ware multiply and divide, real-time I/O structure, and an outstanding software 
package. Price: $23,950. Delivery: 60 days. Systems Engineering Laboratories, 
6901 West Sunrise Blvd., Fort Lauderdale, Fla. 33310, Area Code 305 587- 
2900. Offices also in Washington, D.C.; Los Angeles, Calif.; Boston, Mass.; 
San Francisco, Calif.; Cleveland, Ohio; Huntsville, Ala.; and Orlando, Florida. 

Systems Engineering Laboratories 
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scribe advances in using the computer 
as a tool in developing and applying 
computer programs. They can be 
addressed to any of the editors: Prof. 
Louis Bolliet, Univ. of Grenoble, 
Boite Postale 7, Saint-Martin-D’Heres 
(Isere), France; Prof. Robert W. 
Floyd, Carnegie Institute of Tech¬ 
nology, Schenley Park, Pittsburgh, 
Pa. 15213; Mark Halpern, Lockheed 
Missiles and Space Co., 3251 Hanover 
St., Palo Alto, Calif. 94304; Christo¬ 
pher J. Shaw, System Development 
Corp., 2500 Colorado Ave., Santa 
Monica, Calif. 90406; and Prof. 
Andrei P. Yershov, Computation Cen¬ 
ter, Novosibirsk 90, USSR. 


Q Hungary has been formally ad¬ 
mitted to membership in the Inter¬ 
national Federation of Information 
Processing, bringing total member 
countries to 26. Invitations have been 
issued by Mexico and by Yugoslavia 
(whose admission to ifip is now be¬ 
ing considered) for Congress 71 to be 
held in those countries. The 1968 
meeting will be. in Edinburgh, Aug. 
5-10. 


• Phototypesetting on a service 
bureau basis from computer-generated 
information on magnetic tape is being 
offered by a new company in New 
York City called Sedgwick Printout 
Systems. The customer supplies the 
mag tape, recorded by his computer, 
and gets back completed pages on 
film, ready for platemaking. President 
of the new firm is Henry Sedgwick, 
founder of Foto Comp and former 
general manager of Simulmatics Corp. 


9 The Jovial Information Bulletin 
will be published occasionally by the' 
Special Interest Committee on Pro¬ 
gramming Languages of the Associa¬ 
tion for Computing Machinery and 
distributed as a supplement to sic- 
plan Notices, the group’s monthly 
newsletter. The bulletin will deal with 
such topics as applications, cornpari- 
sons with other programming lan¬ 
guages, desirable changes of the lan¬ 
guage, information about Jovial proces¬ 
sors, algorithms, and techniques. Con¬ 
tributions of this sort and users’ de¬ 
scriptions of Jovial compilers are 
solicited by the editor, David K. 
Oppenheim, Abacus Programming, 
3507 Barry Ave., Los Angeles, Calif. 
90066. 


NEW 


Photoelectric Paper 
Tape Readers 




-jfr' 


LOWEST COST 
RELIABLE PERFORMANCE 
MINIMUM MAINTENANCE 

General Electric’s new, low-priced 60 Series photoelectric 
paper tape readers have only one moving part. Sealed bear¬ 
ings are used on the ultra-compact 60 Series readers and 
require no maintenance. 

Simplicity is the key word in design and operation. 

The GE 60 Series are fast. All units read asynchronously at 
up to 125 characters per second. Other features are: 

• Si I icon, solid-state components used throughout 

• Reads opaque and translucent tapes 

• Simple loading 

• No adjustments required 

• Unidirectional and bidirectional models 

GE photoelectric paper tape readers are also available with 
matching reelers. Get all the details on the GE 60 Series, 
write: Sales Manager, GE Printer-Reader Business Section, 
511 N. Broad St., Philadelphia, Penna. Ask for GEA-8480. 837-01 

PRINTER-READER BUSINESS SECTION 


GENERAL 


ELECTRIC 


PHILADELPHIA, PENNA. 
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It didn't happen overnight. Those worthless Little paper strips that come 
between other continuous tab cards acted like they were here to stay. But 
we came up with the perfect way to get rid of them—Formscards. They're 
the only continuous tab cards with a fully processable perforation between 
ik them. There's no inefficient medial waste strip to mess up the works. 
Formscards take up less space, cost less to ship and speed up your DP opera- 
jlfetions. So why stay with a loser? Now that Formscards are running the 
I show, the strip's got nowhere to go but out. Find out more about Formscards. 
Slfe Write or call Forms, Inc., Willow Grove, Pa. (215) OL 9-4000 
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Washington report 


CONGRESS WINS ROUND 
IN PRIVACY BATTLE 


COMPUTER-COMMUNICATIONS 
CONTROVERSY STAGGERS 
TOWARD SHOW-DOWN 


EDUCOM ATTACKS PENDING 
COPYRIGHT LEGISLATION 


CAPITOL BRIEFS 


BOB, after meeting with Cong. Cornelius Gallagher 
last month, agreed to re-study the proposed national 
data center, using a panel that will include House 
and Senate delegates. Reportedly,even before the 
panel is formed, BOB must sell the center to the 
White House staff, which "has been made aware of the 
privacy problem," as one source puts it. BOB also 
agreed the data center cannot be established 
administratively, that legislation will be required. 
Thus Congressional critics may kill the whole idea. 

FCC launched the second phase of the computer utility 
inquiry last month, giving data processors and 
communication carriers until Oct. 2nd to manufacture 
their brickbats. The ground rules have been 
clarified but remain basically unchanged. IBM’s 
request for a narrow inquiry, limited to data 
teleprocessing and excluding data processing, was 
denied. So was a carrier's proposal to consider 
"factual" matters ahead of "policy" matters. 

Allegedly, this arrangement would have focused 
attention on dp industry inadequacies and helped the 
carriers make a more persuasive case for utility- 
type teleprocessing service. 

Meanwhile, RCA and ITT WorldCom were asking the 
commission to consider (right now) whether, and to 
what extent, message switching service should be 
tariffed. This dispute involves RCA's new AIRCON 
service, which isn't regulated, and ITT's slightly 
older ARX, which is. The tariff question is crucial 
because message switching is a major means for 
carriers to get into data teleprocessing. Data 
processors say that message switching by the carriers 
can and should be tariffed, even when this job is 
performed by a computer that also provides data 
processing service. Essentially, this is what ITT 
says. The big question: will FCC agree? 

The pending copyright bill is "pernicious" because it 
allows classroom use of copyrighted material without 
payment of royalty, but denies operators of computer- 
assisted instruction systems the same privilege. 

So said the Interuniversity Communications Council 
(EDUCOM) at a Senate Judiciary subcommittee hearing 
this month. 

The council contended that the copyright protection 
accorded computer programs is far too broad — the 
related algorithms ought to be specifically excluded. 
Also, it said computer operators should be able to 
input copyrighted material without running the risk of 
infringement. The proposed legislation relies on the 
"fair use" doctrine, which the council says is 
inadequate. At stake is the desire of copyright 
owners to collect for applications limited to scanning 
and summarization, rather than full-text printout. 

The Senate passed a legislative reorganization bill 
which authorizes a legislative reference service to 
use edp, calls for the establishment of standardized 
federal budget data, a dp system to tabulate and 
analyze it. ... Thanks partly to Jack Brooks' steady 
sniping, the NBS Pilot project has been shot down. ... 
NSF wants $13 million in FY .'68 to demonstrate new 
computer applications in colleges and U's. 
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A Honeywell Report on COBOL 



It's easy to talk 
It's easy to talk 


Aid in System Evaluation and 
Selection 

COBOL simplifies the problem 
of system selection. It provides 
definite, precise answers to a 
user’s data processing problems. 
COBOL is a powerful manage¬ 
ment tool that offers effective 
computer utilization as a key 
concept. As a result, more and 
more prospective users are 
making COBOL capabilities the 
pivotal issue in their system 
evaluation and selection process. 

Intersystem Compatibility Via 
Machine Independence 
COBOL is now implemented for 
almost every model and series of 
computer. COBOL offers the 
user the ability to move from 
one computer to another with¬ 
out a major reprogramming 
effort. Formerly, a prospective 
user had to be concerned with 
how the hardware differences 
that exist among various models 
of computers would affect their 
programming. COBOL alleviates 


TALK TO IT IN THE 


LANGUAGE YOU 
KNOW BEST, 

Use COBOL, the 
COmmon Busi¬ 
ness-Oriented 
Language that allows 
easy translation of 
business procedures 
into efficient data proc¬ 
essing operations. Many of 
the nation’s largest business 
data processing users have found 
that COBOL offers the best 
opportunity to achieve the 
benefits today’s forward-looking 
managements expect from EDP. 
Here are a few of these benefits: 



business to a Honeywell computer, 
business to a Honeywell computer. 


these considerations by providing 
the user with a high degree of 
machine independence. COBOL 
language is not dependent on 
the logic of any particular com¬ 
puter, thereby offering a sound 
basis for intersystem com¬ 
patibility. The result? Lower 
programming costs, both 
initially and in the long run. 

Improved Communication Be¬ 
tween Manager and Programmer 
Because COBOL consists of 
familiar business terminology, it 
offers a common basis for com¬ 
munication between manage¬ 
ment and the data processing 
staff. System proposals, flow 
charts, and programming con¬ 
ventions involve standard 
business nomenclature. Manage¬ 
ment objectives are easily 
translated into data processing 
applications with managers and 
programmers talking the same 
language. Their increased ability 
to organize and communicate 
ideas establishes a firm basis for 
mutual action and project 
success. 

Standardization For Universal 
Effectiveness 

COBOL brings a high degree of 
standardization and universality 
to business data processing. The 
language structure and syntax 
of COBOL are a product of years 
of experience and co-operation 
between computer manufacturers 
and business computer users. 
Standard terminology and usage 
produced by the CODASYL com¬ 
mittee have helped establish a 
high level of efficiency in data 
processing applications. Both the 
language and .the translator 


programs (compilers) must con¬ 
tain an extensive array of features 
and facilities to maintain the 
power and flexibility inherent in 
COBOL system specification. 

Manufacturer's Know-How 
Pays You Dividends 
One of the major features of 
COBOL is that the responsibility 
for efficient programming is 
shifted from the user's program¬ 
ming staff to the manufacturer. 
In effect, the experience and 
technical expertise of the manu¬ 
facturer's programming staff are 
placed at the user's disposal via 
the COBOL compiler. The quality 
of the translation depends 
heavily upon the quality of the 
manufacturer's implementation 
of COBOL. If the manufacturer 
implements the full intent of 
COBOL language elements and 
syntax, then the user's program¬ 
ming potential will be both 
powerful and effective. 

HOW TO EVALUATE COBOL 
SYSTEMS? The answer lies in 
four key area$: 

1. Language Implementation — 
This includes not only the num¬ 
ber of language elements but the 
overall power or richness of the 
language. Does it include time¬ 
saving coding tools, such as the 
“copy" verb or automatic seg¬ 
mentation of the object program? 

2. Compile Time — An important 
consideration, since compilation 
is a parasitic operation using 
valuable machine time for non¬ 
production work. A compiler 
must offer optimum balance 
between a high compilation rate 
and efficient object code. A high¬ 
speed compiler makes it eco¬ 


nomically feasible to operate 
completely in source language 
for even the most trivial changes 
in the program. No machine- 
language patches are required. 

3. Object Code Efficiency — How 
does the code produced by the 
compiler compare with the code 
produced by the computer's 
assembly system? 

4. Reliability — How reliable is 
the compiler? Does it work when 
you want it to? Does the compiler 
introduce undetected errors into 
the object code? 

HONEYWELL SERIES 200 COBOL 
Honeywell, in implementing 
COBOL for Series 200 has taken 
a modular approach consistent 
with its operating system design 
concept. Series 200 COBOL con¬ 
sists of five levels, each identified 
by its minimum memory require¬ 
ments. The five levels are: 8K, 

16K, 32K, 65K, and 131K charac¬ 
ters of memory, including operat¬ 
ing system requirements. Each 
level affords a rich and powerful 
implementation of the COBOL 
language and a fast, efficient 
compiler. Moreover, all levels 
incorporate the full range of 
program preparation, execution, 
and maintenance capabilities 
that distinguish a total system 
from a simple compiler. 

WRITE FOR MORE ON COBOL 

Send for the Honeywell publication 
entitled “COBOL Orientation 
for Management." This booklet 
includes a description of all levels 
of Honeywell Series 200 COBOL. 
Wellesley Hills, Mass. 02181. 

Honeywell 
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Time sharing marches on... 

PDP-10 is still the leader. 


DIGITAL started time-sharing sometime ago. With the PDP-6. 
Hardware and software. PDP-10 is our second step. 

The reason that's important is this: ourfirst step is behind us. 
Two years’ continuous wdrk pn the software. Nearly two 
dozen installations using it. Improving it. Refining it. That’s 
all done. 

When the PDP-10 hardware arrives in September (five ver¬ 
sions, five software packages, upwards compatible, truly 
modular), it will be more than cabinets filled with electronics. 
It will be a working, problem-solving, 36-bit word, 1 /nsec, 
expandable, scientifically oriented computing system with 
memory from 8 to 262 thousand words. 

Two of those versions will offertime-sharing. Second genera¬ 
tion time-sharing. Complete, general purpose, simultaneous 


COMPUTERS • MODULES 

DIGITAL EQUIPMENT CORPORATION, Maynard, Massachusetts 01754. Telephone: (617) 897-8821 • Cambridge, Mass. • New Haven • Washington, D.C. • Parsippany, 
N.J. ♦ Rochester, N.Y, • Philadelphia • Huntsville • Pittsburgh • Chicago ".Denver • Ann Arbor • Houston • Los Angeles ♦ Palo Alto • Seattle • Carleton Place and Toronto, 
Ont. • Reading, England • Paris, France • Munich and Cologne, Germany • Sydney and West Perth, Australia • Modules distributed also through Allied Radio 
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multiusage, "time-slicing", "time-splicing" time-sharing. 

Disc swapping. Batch processing. And in the hardware, 
365 powerful instructions. 16 general purpose registers. 
7 fully nested interrupt levels. 16 accumulators, 15 index 
registers. High speed multiplexer channels. 64 programmed 
operators. Modular mnemonics. Flexible I/O bus structure. 
Programmed priority-interrupt system. All 16 Boolean opera¬ 
tions, each in four modes, 

PDP-10 is big. Powerful. In the several million dollar class 
just a few years ago. But it’s little, too. Little enough for a 
scientist to put the system on-line with his experiment as his 
personal research tool. Little enough for a physics depart¬ 
ment with time-sharing needs. And little in price,too. Nearest 
competitor wants 50% more. Write. 










To be as good, some other tape 
would have to have Duramil 7. 



No other tape has. 

U. S. Magnetic Tape Company 

Huntley, Illinois 60142 / A Subsidiary of Wabash Magnetics, Inc. 
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Q. What does a goldfish in a bowl 
have in common with a Motorola printer? 
A. They both sit on your desk 
and make about the same amount of noise. 


What’s more, the Motorola TP-4000 has only seven 
moving parts and turns out up to 4,000 words of 
hard copy per minute. Which means that if you 
need a high speed, high reliability, non-impact 
computer print out that can sit on your desk and 
not clickity-clack you out of the office every time 
it runs, you need to talk to us, now. 

Let us tell you how our customers, both govern¬ 


ment and commercial, are using the TP-4000 
printer with a wide variety of computers. Let us 
show you how the TP-4000 would work in your 
data processing, process control or data com¬ 
munications application. 

Write or call: Motorola, Data Communication 
Mgr., Chicago Center, 1450 N. Cicero Avenue, 
Chicago, III. 60651, Phone: (312) 379-6700. 


(M) MOTOROLA 

Government Electronics Division 
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IS MINTECH TAKING In Britain, the Ministry of Technology is flexing its 

VITAMINS ? muscles. Under a grand reorganisation, it has gained 

a direct interest in the military market, which forms 
the largest single purchasing area for computers. 
Mintech now dishes up paternal advice to local 
government as well as nationalise industries, and 
would-be purchasers who want equipment with the least 
trouble are aware that the government body believes 
in pushing the two local boys, ICT and English 
Electric-Leo-Marconi. Now Mintech has under its wing 
some big establishments: Royal Radar and Royal 
Aircraft — and through them has gained a powerful 
voice as link-man between defence markets and 
manufacturers. 

Mintech is also looking after manufacturers' 
interests through its representation on the 
Christchurch Committee: a Ministry of Defence body 
that two years ago began a long saga to specify a 
standard range of military machines. Last year its 
specs resembled 360 architecture with hybrid logic, 
much to the consternation of the local industry. 
Revised specs that please the manufacturers have now 
been drafted, and Mintech lobbying is in no small way 
responsible. The Ministry sits in the middle of the 
U.K.'s plan to scale the walls of the Common Market: 
in mid-March a German delegation was VIP-ed around the 
industry by Mintech officials. Technological 
collaboration was a major slice of the dining-table 
talk; but the bread-and-butter aspect was more 
imminent: how many computers could be sold to West 
Germany (rumored value $25-30 million) as part of the 
agreement to offset costs of keeping British forces 
in Rhineland. 

HONEYWELL , DEC STEP UP Honeywell is embarking on an aggressive European 

EUROPEAN OPERATIONS campaign. From a new chair as first vp, computer 

operations, Claude H. Smith forecasts that by 1970 
Honeywell's international sales will outstrip 
domestic activity. Production is being doubled at 
the Scottish plant where last year machines worth $10 
million were exported to the Continent ... Another 
U.S. manufacturer consolidating its European operation 
is Digital Equipment Corp., which is starting PDP/8 
manufacturing at Reading, U.K. Fifty-six PDP/8S are 
already on order for Britain. 

NEW COMBINES West Germany's AEG Telefunken kicked off a month of 

RESHAPE MARKET deals and mergers with a cross-licence deal with 

U.S. General Electric to make GE/PAC 4000s. In the 
process control line, this promptly challenges 
Siemens, who broke ice in this area last year with a 
new series of processors ... British GE followed by 
selling out its computer and automation division to 
Elliott Automation. GEC was franchised to sell and 
make SDS equipment for U.K. and Scandinavian markets, 
and this leaves the question of SDS licences in the 
U.K. wide open. Elliott competes straight across the 
board with the Santa Monica company's products and it 

(Continued on page 115) 
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SOPHISTICATED SOFTWARE? 

Highly sophisticated! That's right. That's what our customers say! Our incentive/ penalty contract earned an extra 35K bonus 
for the crew! You won't believe how much software we delivered — a basic control monitor, basic FORTRAN, a basic 
assembler, a library of mathematical and utility routines, a real-time batch monitor, real-time FORTRAN IV and an 
extended assembler. Complete with the finest documentation available! What's more we've done it many times —for 
many different customers, and for their customers too, and always on schedule —or ahead of it! That's right! For 
very large hardware systems and for very small ones. For computer manufacturers and for computer users. 


IDC is software, one pass compilers, complex compiler systems to complete operating systems, and 
everything inbetween. Analysis and specification to implementation. The IDC target is user satisfaction, 
not in-group pride. IDC programs for profit, not overhead. We pay our IDC professionals top salaries, 
with bonuses for extraordinary performance. Naturally, we get superlative talent, exceptional results. 
The same business philosophy which pays extra dividends for our _______________________ 

clients also stimulates our own vigorous growth as a company. Major | N PORIVIATION 

computer manufacturers bought this idea from the beginning. Now more ■ .— — — — 

and more users are coming aboard. How about you? For a refresh- DEVELO P1VI ENT 
ing perspective on software management, contact IDC now. 1621 East rnMPANY 
Seventeenth Street, Santa Ana, California. Or call IDC (714) 547-8861 . -. 
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PLESSEY PUTS FOOT 
IN SOVIET DOOR 


BITS & PIECES 


seems doubtful whether either will be interested in 
perpetuating links. 

Also on the merger list were two hybrid 
specialists in the flight simulator business. General 
Precision Systems Ltd. has sold out its flight 
simulator division to Redifon Ltd. GPS suffered a 
major set-back when Britain cancelled its own TSR 2 
strike plane in favor of the American swing-wing 
F-lll, and a quick switch to civil work failed to 
produce new markets. Redifon claims it's number one 
in world-wide civil airplane simulator work, and takes 
its computer supply from a subsidiary, Redifon- 
Astrodata, which makes Comcor equipment under an 
Anglo-American deal. 

An agreement on technology signed between the Plessey 
Co. and U.S.S.R.'s State Committee on Science and 
Technology could bring business worth over $30 million 
into Western European laps. The Soviets are 
interested in buying complete systems for air traffic 
control, overall factory machine tool automation, and 
mining and industrial plant process control. The 
first scheme is expected to be a data communications 
network serving the whole Soviet construction and 
civil engineering design industry. Central machines 
at state planning authorities and regional design 
offices will provide the nucleus for accelerating 
industrial and urban building. ICT is expected to be 
co-opted to supply computers ; Plessey will specify 
their own XL micromin series on message switching and 
process control jobs. 

English Electric reported sales of £270 million last 
year, with £96.5 million of this in direct exports to 
international markets. Having sold four computers to 
Czechoslovakia in the last 18 months, EELM is now 
stepping up its Eastern European activities with 
negotiations with Russia and Poland ... ICT picked up 
orders worth $8.5 million from U.K. state-owned 
industries last month. The Central Electricity 
Generating Board ordered five 1905s worth $4.5 
million; orders from gas utilities produced the rest, 
including a $1.5 million contract for the upgraded 
processor model 1905F. Central Electricity also has 
a 360/75, but an existing 7094 II still handles most 
of the network and power stations analysis studies. 
Present throughput of the 75 is about V/ 2 times up on 
the ’94 ... IBM 360/67 takers in Europe are still 
digesting the decommitted software schedules. One 
customer, the U.K. Atomic Energy Authority, may take 
quick delivery of models 50 and 65 as an interim 
solution ... The British Army has placed an order for 
75 Elliott 920 B micromin computers worth $5 million, 
with options for twice this number. They will be used 
in the field for computing artillery firing ranges ... 
Univac, which withdrew from the Australian market 
more than three years ago, will take another shot at 
same. Re-entry was sparked by order of a twin message 
switching system for the Overseas Telecommunications 
Commission ... Growing need for processing of seismic 
data has triggered the importation of a TI 870 by 
the Australian office of Geophysical Service 
International Ltd., a TI subsidiary. IBM is offering 
seismic services on a 360/50. 
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Economical card readers - durable, simplified card handling 
mechanisms. A new standard of quality and performance. 
The first truly low-cost high-performance card reader. 

Soroban's end-fed photoelectric card readers operate on 
demand at speeds up to 1100 cards/minute with extreme 
reliability. An integral picker/reader head handles cards so 
gently and precisely that a single deck can be read hundreds 
of times without degradation...and the extreme simplicity of 
the mechanism effectively eliminates routine maintenance. 
Associated circuitry provides a ready strobe interface with 
data presented as 12 parallel bit characters with strobe. 
Vertical 1000-card bins are provided with facilities for offset 
of selected cards in the stacker. Features include light/dark 
check of the read station, card motion checks, and jam 
detection. 



Model ERC - Compact 
console 59" H x 35" W 
x 35" D contains stand¬ 
ard control and interface 
circuitry, ample space for 
custom circuitry. $6,500 


$4,800 

Model ERD - Desk top 
card reader, only 36" H 
x 35" W x 35" D. Self- 
contained control and 
interface circuitry. Con¬ 
venient, quiet operation. 


Model AR - Reader panel 
without circuitry for cus¬ 
tom installation (shown 
with cover removed). 
Same reliable, high per¬ 
formance mechanical 
components and features 
as above models. ^ 000 



What do Vidar • 
Kimball Systems • Victoreen 
Instrument oSystron-Donner. 
Calma • Berkeley Scientific 
Computer * Hewlett-Packard • 
Bisset-Berman and Raytheon 
Computer have in common? 



US 

The outstanding firms listed above, and many others, in¬ 
clude Kennedy incremental magnetic recorders in their 
data gathering systems because of the simplicity, reli¬ 
ability, and easy handling designed into every Kennedy 
recorder. 

See them at the Spring Joint Computer Conference and 
visit us at Booth 1002. 

We may have a lot in common with you. 


rmT 

» ENGINEERING, INC. 

TELEPHONE 305-723-7221 

POST OFFICE BOX 1690 

MELBOURNE. FLORIDA 32901 


See Soroban's complete line of 
computer and data processing 
peripherals ....high-performance 
Card Punches, Tape Punches 
and Readers, Printers, Key¬ 
boards. Call or write now for 
your copy of the new Soroban 
General Catalog. 



275 N. Halstead Ave., Pasadena, Calif. 91107 (213) 681-9314 
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A Page from the Vermont Research 
MEMORY FACT BOOK 


Fact: 

A Computer-Quality Drum Memory System 
Has Broken the Price Barrier 


Take a tremendously versatile drum memory 
system. Put it into less than 3 ^4 cubic feet 
in a standard 19 inch rack. Give it data stor¬ 
age capacities from 200,000 to 4,000,000 bits. 
Add average access times as fast as 3.7msec. 
Factor in an operating life exceeding 100,000 
hours. Attach a drum price tag starting at 
just $3,000. 

What have you got? The VRC 104S... a 
drum memory system with ideal characteris¬ 
tics for solving just about everybody’s mem¬ 
ory problems. To illustrate, versions of the 
104S are already earmarked for such widely 
divergent applications as improving control 
of automated mining operations and simpli¬ 
fying oceanographic research. Others are be¬ 
ing readied to expand memory capabilities 
of several popular computers. 

VRC custom tailors the 104S exactly to 
your needs, furnishing it in standard or her¬ 
metically sealed versions ... with oxide or 
plated drum ... with everything from basic 
read/write electronics to full digital inter¬ 
face circuitry. 

Give us the essential memory requirements 
of your application. We’ll show you how a 
104S can meet them, at a price guaranteed 
to make even your budget director beam! 



See the 104S and other 
VRC memory innovations at 
Booths “0”*6 and “0”-7, SJCC 


Computers are known by their MEMORIES 


... so is 


Vermont Research 

CORPORATION 


Box 2d 

Precision Park • North Springfield • Vermont 


April 1967 


CIRCLE 71 ON READER CARD 


117 












a perspective sketch of your new plant 


Would you believe a 
CalComp plotter and any 
computer can draw pictures 
like these in seconds? 


Call or write Dept. D-4, California Computer Products, Inc., 305 Muller, Anaheim, California 92803, Phone (714) 774-9141 

Standard of the Plotting Industry 

(Talented Engineers and Programmers required-right now.) 


statistical trend charts 


molecular structure diagrams 
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apparel patterns, graded for sizes 


and even the Mona Lisa 
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There’s no point in Number 1 in¬ 
troducing just another “me too” product. 
Just to give you an idea of how good the 
new line is, in a recent life test, one photo¬ 
electric reader ran for 15,000 hours at 
maximum speed without a failure. You 
can see why we say these new readers 
represent genuine “state of the art” 
achievement. Adding them to the Tally 
line rounds out the broadest line of per¬ 
forated tape equipment on the market 
today. 

The 500R, 500RF, and 500T. 

These three readers operate at up to 
200 characters per second asynchro¬ 
nously (stop on character), up to 500 
char/sec in the synchronous or free run¬ 
ning mode (stop before next character), 
and 1000 char/sec in the wind/search 
mode. All feature printed motor direct 
capstan drive, and bi-directional reading 
and winding. The Model 500R (recess 
mounted) and the Model 500RF (flush 
mounted) are reader and spooler com¬ 


binations, while the Model 500T comes 
without the reel servo system. For tape 
handling only, two spoolers using printed 
circuit motors and proportional reel 
servo are offered, one with 8 inch reels, 
the other with IOV 2 inch reels. 
MIL-SPEC reader, Model 500RM and 
“ruggedized” reader, Model 500RF/10 

Fully militarized, the Model 500RM 
is the first high speed reader that meets 
all applicable military specifications with¬ 
out exception. Featuring the same basic 
design as other Series 500 photoelectric 
readers, this unit will work in environ¬ 
ments of—40°F to + 145°F, in humidities 
of 100%, and take more than 15 g’s 
shock. Pertinent RFI specs are met. 
MTBF is 5,000 hours. Expected life is 
10,000 hours minimum. 

Where severe environmental condi¬ 
tions are not encountered, the Model 
500 RF/10 will perform with the same 
accuracy and life for about half the cost. 
Reading speeds for both readers are 
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150 char/sec asyn¬ 
chronously, 500 
char/sec synchro¬ 
nously, and 1000 
char/sec wind/ 
search. 


Model 500 RM 


Full disclosure. 

For all the facts, 
call your full service Tally sales engineer 
(see EEM),or write Ken Crawford, Tally 
Corporation, 1310 Mercer Street, Seattle, 
Washington 98109. In the U.K. and 
Europe, address Tally Europe, Ltd., 
Radnor House, 1272 London Road, Lon¬ 
don, S.W. 16, England. 



TALLY 
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SINGLE SOURCE RESPONSIBILITY FOR A 
COMPLETE MAGNETIC MEMORY SYSTEM! 


Component integration can be costly and time consuming if a memory 
system is purchased piecemeal. Magne-Head engineers and technicians 
form a team with the proven capability to interface with any digital data 
source at the source input-output ter¬ 
minals. ■ Write today for free DRUM 
MEMORY SYSTEMS BULLETIN. 

13040 South Cerise Avenue / Hawthorne, California 90250 / 213 679-3377 / 772-2351 / TWX 910-325-6203 


GENERAL 



INSTRUMENT 


MAGNE-HEAD DIVISION 


120 


CIRCLE 75 ON READER CARD 


DHTflMHTIDN 















new products 


tape cluster 

Four-station magnetic tape cluster has 
two levels of spooling and operates 
on a co-axial reel. Each station oper¬ 
ates independently at speeds of 45"/ 
second. Tape is moved by means of 
sealed pinch roller drive modules; 
capstans for all four stations operate 
continuously at a synchronous speed 
of 900 rpm. Capstan power is supplied 
by a single motor, and flywheels pro¬ 
vide sufficient inertia to maintain tape 
fluctuations at a minimum regardless 



of pinch roller activity. Tape chamber 
is a sealed compartment; air flows 
through a micronic filter and is re¬ 
cycled 60 times per minute. 

Cluster logic is a hybrid combina¬ 
tion of discrete components and inte¬ 
grated circuit chips. Read/write elec¬ 
tronics accept either 7- or 9-channel 
input in any code combination. Stan¬ 
dard read/write densities of 200, 556, 
800 and 1600 bpi are offered. Using 
phase encoding recording techniques 
at 1600 bpi, the information transfer 
rates are 72 KB and 144 KB. BUR¬ 
ROUGHS CORP., Detroit, Mich. For 
information: 
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process control computer 

The 855 i.c. process control computer 
has a 2-usec cycle time, core memory 
capacity of up to 32K (25-bit) 

words, and provides a basic decimal 
add time of 4 usee. Central processor 
is equipped with 32 1/O channels and 
has a transfer rate of 250K words 
per second. Also standard: 12 direct 
memory access channels with a trans¬ 


fer rate of 500K words per second. 
Multiprogramming capability is pro¬ 
vided for real-time control functions, 
background - foreground processing, 
and/or concurrent I/O operations 
with a hardware configuration of in¬ 
terrupts, real-time allocation, multiple- 
area memory protection and periph¬ 
eral protection. Software package 
consists of assembler, maintenance 
diagnostics, decision table interpret¬ 
ers, on-line executive and I/O sub¬ 
routines. A fortran compiler will be 


The B-L 180 microfilm printer 
reads magnetic tape input and re¬ 
cords alphanumeric data on micro¬ 
film at speeds in excess of three 
frames per second. Unit operates 
off-line with provisions for systems 
and applications adaptability. 
Standard dual input is compatible 
with both the IBM 1403 and the 
S-C 4400. 

Coding for information retriev¬ 
al, such as Miracode and Koda- 
matie, may be handled by printer 
system with no loss in throughput 
speed. Patch panel programming 
and manual switch selection extend 
control over output formats, includ¬ 
ing line spacing, tab sets, horizon¬ 


available in ’68; deliveries of system 
begin in Dec. ’67. BAILEY METER 
CO., Wickliffe, Ohio. For information: 
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coordinatograph 

Micro/Plotter can produce art master 
layouts for printed or integrated 
circuits, originate resolution targets 
for optical characteristic data, and 
construct grids and plot control for 
photogrammetry. Eight individual 
configurations offer ranges from 32 
X 32" to 48 X 60"; all are equipped 
with rack and pinion construction, 
zero setting anywhere within work 
area, carriage controls equipped with 
positive lock and slow motion control, 
abcissa rail pivots to permit angular 
adjustment to working reference, and 


tal and vertical data arrays, and 
other standard-forms printing re¬ 
quirements. 

Printer uses a monoscope, a spe¬ 
cial CRT with 64 standard char¬ 
acters etched in a metal face. When 
stimulated by input control signals, 
a light beam from the monoscope 
scans the stencilled shapes and 
causes letter/number configurations 
to be recreated on the CRT display 
phosphor. Throughput of the B-L 
180 is 36K cps; full-page printing 
allows 132 characters per output 
line, 76 lines per frame of micro¬ 
film. Delivery lead-time is 90 days. 
BENSON-LEHNER CORP., Van 
Nuys, Calif. For information: 
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What does 
computer usage 


See us at the SJCC booth 0-8 


He doesn’t think about it. 
Right now, he’s involved in 
an analytical problem on a 
project to orbit the moon. 

Sitting alone in his office 
he’s solving the problem—in 
his own way. But if he needs 
help, it’s right next door or 
down the hall, with the most 
experienced people in the 
field. 

If he had the time to think 
about it he’d probably say 
that CUC means many things 
to him—excitement, frustra¬ 
tion, exhaustion and some¬ 
times even boredom. 

But right now it’s the lunar 
project. Next week a library 
filing system for a large east¬ 
ern university, or a FOR¬ 
TRAN compiler, or making 
the government’s poverty 
program work. 

Because CUC is people— 
concerned with extending the 
range of computer capabili¬ 
ties. 

That’s a lot to think about. 


lim COMPUTER USAGE DEVELOPMENT CORP. 

MAIN STREET, MT. KISCO, NEW YORK 

An equal opportunity employer 
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new products 


interchangability of precision draw¬ 
ing and plotting accessories. AERO 
SERVICE CORP., DIV. OF LITTON 
INDUSTRIES, Philaldelphia, Pa. 
For information: 
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core memory systems 

Four core memory systems designed 
for military and aerospace computers 
include lcm 710, random access, 
dro; lcm 210, serial access, dro; lcm 
410, random access, dro/ndro; and 
lcm 220, random access, ndro. The 
710 provides a combination of coinci¬ 
dent current addressing and linear 
select operation; units are available 
as complete systems or with modified 
electronics. Standard expandable ca¬ 
pacity is 256-2094 32-bit words. 

The 210 is a nonvolatile digital de¬ 
lay line permitting plug-in of addi¬ 
tional sections of core. The 410 sys¬ 
tems are capable of storing both elec¬ 
trically alterable and fixed data in the 
same array. Capacity is 512-8192 32- 
bit words. 

lcm 220 is a hard-wired memory 
with a capacity of 256-4096 60- 
bit words. LITTON INDUSTRIES, 
New York, N.Y. For information: 
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drafting system 

Mark II model 1215 Kingmatic auto¬ 
matic drafting machine system offers 
speeds of 200-400 ipm and accuracy 
of ±.002" to ±.004" using a standard 
4' X 5' drafting table. A special table 
gives .001" accuracy at speeds of 100- 
260 ipm. Optional equipment includes 



mag tape input unit, photoexposure 
head for production of integrated cir¬ 
cuits, a 90-symbol printing head and 
revolving turret, and integrated dig¬ 
itizer unit. System is capable of 
straight line, circular or parabolic in¬ 
terpolation. Software available. BALD¬ 
WIN KONGSBERG CO., Cincinnati, 
Ohio. For information: 
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circuit design software 

circ fortran computer program is 
for circuit design engineering for 
small- or medium-scale computers 



What’s so remarkable about 
“in-contact” disc memories? 


■ 


“In-contact” mem- ' 
ories use heads 
that actually 
touch the disc — 
gently and contin- „ ^ , 

An F-series head - 
uously. That leads to per-track system. 

several unique advantages: 

Records at twice the density 

We have recorded 6600 bpi with 
“in-contact” heads. Our standard 
memories operate at a conservative 
3300 bpi—more than twice the stor¬ 
age density of the best “floating 
head” memories. 

Stores 50% more per dollar 

A single track holds 100,00O bits— 
enough to fill the core memory of 
many small computers. The higher 
storage density gives you 50% more 
storage capacity for every dollar in¬ 
vested in equipment. 

Takes only 8%" rack space 

Our fixed-disc, head-per-track sys¬ 
tem stores up to 6,400,000 bits in 
8%"of rack space. Our interchange¬ 
able disc system—also rack mount¬ 
able-stores 13,000,000 bits per disc 
cartridge. 



An M-series inter¬ 
changeable-disc 
system. 


neath “in-contact” heads for over 
20,000 hours. The disc is not so 
much worn as polished. And it still 
reads out the data we recorded 
nearly three years ago. 

In another test, 

512 tracks with 
a head on each 
operated continu 
ously for 2,160 
hours without a 
single failure of 
any kind. That’s 
1,105,920 track hours without 
failure. 

How do we keep the disc and heads 
from wearing out? 

Much of this is a trade secret, but 
we can tell you this much: we plate 
the disc with a thin rhodium armor 
to protect the magnetic storage me¬ 
dium, then polish the surface to a 
near optical finish that deviates 
from perfect smoothness less than 
0!4 microinches A. A. 

For more details write Data Disc, 
Incorporated, 1275 California Ave., 
Palo Alto, California 94304. Phone 
(415) 326-7602. 


Unusual reliability 

We’ve been spinning one disc be- 
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Introducing 


the DATA 6201 

new systems computer 



The DATA/620-1 integrated circuit computer is the newest 
member of the DATA/620 family of system computers. DATA/620-1 fills the gap 
between general purpose and special purpose computers. It belongs in a 
system, and solves problems previously considered too difficult or 
expensive for computer solution. 

Designed for faster problem solution the DATA/620-1 has a bigger 
instruction set, integrated circuit reliability, is 
smaller, has one-half the components, and 
costs less than any computer in its class. 

DATA/620-1 comes complete with 
software, field-proven and refined on 
the DATA/620. 

Extremely compact, the DATA/620-1 
requires only 10" of 19" rack space. 

It’s available with memory modules from 
1024 to 32,768 words of 16 or 18 bits, 
and with a selection of control, arithmetic 
and I/O facilities, including D.M.I.’s 
unique Micro-Exec. 

Price: $13,900 with 4096 words of 16 
memory, including ASR 33 teletype. 

We are very proud of our new DATA/620-1, and 
would like to tell you more in a fact filled brochure. 

Please write for one. 


DATA MACHINES 

1590 Monrovia Avenue, Newport Beach, California 
Tel. (714) 646-9371 TWX (910) 596-1358 

Division of DECISION Control, Inc. 


The Data 620-1 and the 
Data/620 will be on 
display at booths H8-H10 
at the SJCC. Stop by and 
discuss your digital 
system requirements with 
a Data Machines 
applications engineer. 
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with a 16K core memory, cmc en¬ 
ables engineers to analyze circuits con¬ 
taining 50 or more nodes and also 
provides non-linear models that ac¬ 
curately simulate semiconductor com¬ 
ponents. A conversational system, the 
program directs the engineer’s input, 
then provides an evaluation of the 
circuit. SCIENTIFIC DATA SYS¬ 
TEMS, Santa Monica, Calif. For in¬ 
formation: 
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data retrieval display 

Data retrieval television display pro¬ 
duces a 5-mil-diameter spot on a 17" 
rectangular display, with a resolution 
of over 2500 lines. Unit uses transistor 
circuits, and is available with video 
bandwidths in excess of 30 mega¬ 
cycles. Display can operate over scan 
frequencies from 15-40KC horizontal 
and 15-80 cps vertical. Raster geom¬ 
etry and deflection linearity are less 
than 1 %. MIRATEL ELECTRONICS 
CO., St. Paul, Minn. For information: 
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ekg recorder 

The 1260 EKG recorder receives heart 
traces acquired in homes, clinics and 
hospitals as transmitted over tele¬ 
phone lines, and displays them on a 
monitor and CRT and a microfilm 



processor-camera. Camera photo¬ 
graphs the image on the tube and 
completes film processing in 45 sec¬ 
onds. Microfilm of EKG is then dis¬ 
played on reader-printer. 3M CO., St. 
Paul, Minn. For information: 
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• HIGH RESOLUTION 

• HIGH SPEED 


For applications in: • Film 
and hard copy printing re¬ 
corders • Programmable 
flying spot scanners for 
film reading • Radar dis¬ 
plays • Computer output 
displays • TV monitors 
Send for specs and prices 
on Series PD 1000, PD 
1100 and PD 1200. 


Beta instrument corn. 

377 ELLIOT ST., NEWTON UPPER FALLS 
MASSACHUSETTS / TEL. 617 • 969-6510 


NEW family of 
standard precision 
CRT displays! 
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emulator system 

Emulation system for use with Spectra 
70/45 computers will permit users to 
run IBM 1401 and 1460 programs, 
reportedly with a four-time increase 
in execution speed. Includes both 
hardware and software elements and 
leases for $500/month. RCA EDP, 
Cherry Hill, N.J. For information: 
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HIGH-SPEE D PRINTERS 

Rack or Table Mounted 

Size 1 to 24 columns 8% H x 19 W x 22 D 

25 to 48 columns 2 drawers 8% x 19 x 22 each 

Codes — BCD — ASCII — Baudot or your choice 

Data Rates — up to 600,000 char, per sec. 

Speed — numerics only — 40 lines per sec. 
Alpha-numeric 20 lines per second. 


photographic typesetter 

Photographic typesetter uses CRT 
and integrated circuitry, and produces 


a.r 


I T.M. 

cLi 


LABORATORIES, INC. 


480 Morris Avenue 
Summit, N. J. 07901 
Tel.: (201) 273-5255 
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(It*s here! It’s available! 

See this newl-ps Memory 
System in operation at the 
Spring Joint Computer Conference 
RCA Booths 102-103.) 


Integrated circuits in this new RCA memory system increase 
speed, reduce size, and lower power needs. Complete front- 
panel accessibility provides easy maintenance...panels slide out 
and open like a book. 

Field-proved RCA circuit modules assure high reliability. 

And you have maximum flexibility with such optional features 
as: expandable memory size, a self-tester, Read/Modify/Write 
operation, and easy interfacing. 

Ask about the new RCA 30/18 high-speed cores that make 
this system unique...and reduce the cost to you. 


Call, write or wire your RCA Field Representative today for 



RCA ELECTRONIC COMPONENTS AND DEVICES 

(@©pj)) The Most Trusted Name in Electronics 


price and delivery information. For a technical data brochure, 
write RCA Memory Products Division, Commercial 


Engineering, Section FD-4, Harrison, N.J. 07029. 







































new products 


up to 1,000 type characters per sec¬ 
ond. CRT can display a 9 x 11" page 
without enlargement, and has a reso¬ 
lution of better than 100 lines an inch. 
Text on a page is transferred to mag 
tape and read into a computer for 
hyphenless justification; the tape then 
feeds into the typesetter, which gener¬ 
ates the characters on the face of the 
CRT. An optical system photographs 
these characters on film, from which 
a plate can be made. HARRIS IN¬ 
TERTYPE CORP., Cleveland Ohio. 
For information: 
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tape supply unit 

Model TS-3000 tape supply unit can 
be rack mounted and is for use with 
paper tape perforator. Unit works 
asynchronously; data can be fed to 
the perforator at random speeds up to 
15 inches/second with minimum re¬ 
sistance on the tape flow. With a 3000- 
foot tape capacity, the model can 
operate in 1-100°F, humidity up to 
85%. TALLY CORP., Seattle, Wash. 
For information: 
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accounting system 

The EBS/1210 is a desk-size in-plant 
billing, invoicing and analysis machine 
for small businesses or remote loca¬ 
tions of large companies. Unit accepts 
ascii input from keyboard, punched 
tape and edge-punched cards. Up to 
98 input characters can be generated 
at the keyboard at a rate of 10 char/ 
sec. Memory capacity is 300 36-bit 
words. Capabilities for individual lo¬ 
cations include order entry, billing, 
back-order control, accounts receiv¬ 
able, sales analysis, etc. Price is $6900. 
MONROE INTERNATIONAL INC., 
DIV. OF LITTON INDUSTRIES, 
Orange, N.J. For information: 
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digital recorder 

Model 5050A digital recorder uses 
continuously spinning print drum, and 
converts BCD data into printed dec¬ 
imal form. Unit has 18-column ca¬ 
pacity; 16 different characters can be 



"...after lunch we went to a demon¬ 
stration of a great idea...an electronic 
writing tablet that allows you to write 
actual instructions to a digital com¬ 
puter. Know what they called it?" 




“Oh, that’s the commercial version of the ‘Rand Tablet' built by 
Bolt Beranek and Newman's Data Equipment Division. They call 
it the GRAFACON® 1010A, and it’s one of the most advanced 
developments in the man-computer communication field. Some 
people are using it with pattern recognition programs for writ¬ 
ing information into computers—just like writing a memo, with 

_ a resolution of ±0.005 inch at writing speeds up to 40 in/sec. 

In production data processing operations, it’ll digitize graphic and pictorial data 
without the inconvenience of mechanically-restricted cursors, shaft encoders, A/D 
converters and the like. It’s even built for rear-projection of graphic information from 
film. I know a company that uses it as a highly-flexible keyboard—touch a spot 
on the tablet and it serves as an operator command to the program.” 

BBN/DE also produces GRAFACON interface circuitry for card punches, paper tape 
punches and digital magnetic tape recorders; PDP-1, PDP-4, PDP-8 and CDC-160 
computers; IBM 2250 display consoles; and Teleputer time-shared computer con¬ 
soles. Write us for complete details. 



BOLT BERANEK AND NEWMAN INC 

DATA EQUIPMENT DIVISION 

2126 SOUTH LYON ST., SANTA ANA, CALIF. 92705 


(714) 546-5300 


GRAFACON is built under license from Rand Corooration: Teleouter is built under license from Bunker Ramo Corporation. 
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You should 
have been 
here 

last year. 

Quite a few interesting things happened at MIT's Instrumenta¬ 
tion Laboratory. 

We developed a unique strap-down inertial system that can hold 
attitude in better than 10 arc seconds, even when operating 
under dynamic inputs. 

Several members of our staff were given the concept-to-hardware 
responsibility for part of a deep submergence system. Others 
worked on the complex, state-of-the-art problems associated with 
POSEIDON and APOLLO programs. 

The scope of activities at the Instrumentation Laboratory has 
never been broader, nor has the diversity and number of our 
professional opportunities. 

Our organization is comprised of engineers from all major dis¬ 
ciplines and mathematicians and physicists who work in an en¬ 
vironment known for its strong group and individual autonomy. 

Staff assignments exist at the B.S., M.S. and Ph.D. level, with 
particular emphasis in the following areas: 

CONTROL SYSTEMS ENGINEERING • SYS¬ 
TEMS SOFTWARE ANALYSIS, SIMULATION 
& SYNTHESIS • GYRO ENGINEERING • 
REAL TIME PROGRAMMING • ELECTRONIC 
PACKAGING • DIGITAL/ANALOG CIRCUITRY 
DEVELOPMENT 

Staff salaries are competitive and benefits are liberal. You may 
take graduate courses at full salary, with generous tuition 
assistance — and within a short walk from the Laboratory. 

Interested candidates should forward their resume to Mr. John 
D. McCarthy, Professional Staffing, 68 Albany Street, Cambridge, 
Massachusetts or call (617) UN 4-6900, Ext. 3544. MIT is an 
equal opportunity employer. 

Instrumentation Laboratory 
Massachusetts Institute of Technology 
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printed in each column at rates up to 
20 lines per second. Input code can 
be any 4-line BCD code. HEWLETT 
PACKARD, Palo Alto, Calif. For in¬ 
formation: 
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flow chart decals 

Decal reproductions of Models 33 and 
35 page printers, tape punches, 
readers, etc., simplify data communi¬ 
cations flow charts and systems lay¬ 
outs. Each set includes seven 8/2 x 
5 decal sheets with 94 self- 
adhesive reproductions. TELETYPE 
CORP., Skokie, Ill. For information: 
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data processor 

The 5610 Computype Data Processor 
has micro-integrated circuits and two 
memories: one for data storage has 
60 registers of 13 digits each plus 
sign; the second memory contains 
1118 alphanumeric characters for in¬ 
ternal program storage. Programming 
is done by company’s swift (Soft- 
Ware Implemented Friden Translator) 
composed of 38 alphabetic command 
statements. The 5610 includes a diag¬ 
nostic program and is primarily for 
business applications. Five on-line I/O 
units are available to expand capa¬ 
bilities. FRIDEN, INC., San Leandro, 
Calif. For information: 
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memory module 

Model FT 40 128-bit i.c. memory 
module is for use in small memory 
or buffer storage systems. Write or 
read time is 125 nsec. Data is orga¬ 
nized in 16 individually addressable 8 - 
bit bytes; up to 32 modules can be 
connected to form a 4096-bit memory 
or buffer storage having 512 ad¬ 
dresses. Other applications include 
shift registers, delay lines and ring 
counters. SCIENTIFIC DATA SYS¬ 
TEMS, Santa Monica, Calif. For in¬ 
formation: 
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display system 

Input and Display System is available 
in two models: one has single dis¬ 
play/keyboard and a control unit that 
contains power supply and memory 
logic of the system. This self-contained 
unit includes a 1020 -character mem¬ 
ory and a 2000 -character display 
screen. The second model has a 
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The first thing you'll see at 
the SJCC is EAI. 

Unless you come in the back 
door. 


We're the only ones who make the whole hybrid. Come see it. 


April 1967 
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At the System Development Corporation, career 
growth for our programmers takes place in a diver¬ 
sified, systems-oriented atmosphere, with special 
emphasis on inter-disciplinary teamwork. Our pro¬ 
grammers work in close rapport with engineers, 
systems analysts and human factors scientists to 
create, develop, install and evaluate major software 
systems in the national and public interest. Large- 
scale defense systems; space programs; education, 


law enforcement, social, health and urban projects 
are but a few of the current challenges facing our 
professional staff. □ SDC focuses on the individual; 
advancement is based on performance. □ If you're 
a qualified computer programmer with an eye to 
personal and professional growth, please send your 
resume—including salary history—to Mr. F. C. Aaron, 
System Development Corporation, 2401 Colorado 
Avenue, Santa Monica, California 90406. 


f SDC > 

SYSTEM DEVELOPMENT CORPORATION 

Other major facilities in Paramus, New/Jersey; Colorado Springs, Colorado; Falls Church, Virginia; Lexington, Massachusetts; Dayton, Ohio. 

An Equal Opportunity and Plans for Progress Employer 
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PROGRAM YOUR FUTURE FOR GROWTH 



new products 

shared-logic central control unit and 
up to four separate display/keyboard 
units. It may be used with two dis¬ 
play stations to provide 508 display 
characters, or with three-four stations 
for 252 characters. 

In either model, the 9 X 12" screen 
can display 25 lines of data, up to 
80 characters of information. Optional 
features include insert and delete func¬ 
tions for both characters and lines, 
formatting capabilities, hard copy out¬ 
put, tab stop and position indicator. 
Communications capabilities provide 
for transmission speeds of from 1,600 
—18,000 characters per minute. De¬ 
liveries begin in fourth quarter ’67. 
BURROUGHS CORP., Detroit, Mich. 
For information: 
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desk calculator 

Mathatron 4280 desk computer/cal¬ 
culator has over 4K bits of storage, 
accepts standard algebraic and deci¬ 
mal numbers, and has up to 82 
individual addressable storage regis¬ 
ters with internal programmable 



memory of 480 program steps. I/O 
devices include numeric keyboard, 
alphanumeric typewriter, punched 
paper tape, serial strip and page 
printers and electronic interface. 
MATHATRONICS DIV. OF BARRY 
WRIGHT CORP, Waltham, Mass. 
For information: 
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optical code reader 

The 9600 Optical Code Reader reads 
information in company’s bar code 
language as recorded on source docu¬ 
ments and converts numerical values 
to 8-level code which is punched 
into ascii paper tape at a rate of 
10 cps. Printout is simultaneous and 
an accuracy check is provided. Reader 
is part of system that includes sys¬ 
tems control and printer/punch units. 
ADDRESSOGRAPH MULTIGRAPH 
CORP, Cleveland, Ohio. For informa¬ 
tion: 
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mis software 

missil (Management Information Sys¬ 
tem Symbolic Interpretive Language) 
is designed for use with ibm 1800/ 
1130 computers. Developed from the 
firm’s dri and dart proprietary codes, 
missil is compatible with software 
systems to be released for the Sys¬ 
tem/360; will handle all matrix gen¬ 
eration, file management and informa¬ 
tion system requirements. Communi¬ 
cating with moss (IBM-supplied lin¬ 
ear programming system), missil will 
produce information from operations 
accounting, analysis and display, in¬ 
ventory projection, decision models 


and process-oriented functions. BON¬ 
NER & MOORE ASSOCIATES, 
Houston, Texas. For information: 
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multiprogramming software 

daps (Direct Access Programming 
System) provides multiprogramming 
and communications capabilities, per¬ 
mits use of GE-400 systems for in¬ 
formation retrieval, file inquiry and up¬ 
dating, and program debugging from 
remote locations, daps incorporates 
GE’s multiprogramming operating sys- 



mc 


SPECIALTIES 


MAGNETIC HEAD DIVISION 

. . . the leading independent producer 
of digital tape heads. 



FOR THE COMPUTER 
INDUSTRY 

Ten years of producing mag¬ 
netic tape heads for the com¬ 
puter industry. Now, three 
divisions strong to better 
serve the industry. Each of¬ 
fering a complete capability 
from research and develop¬ 
ment through production. 


• 7- and 9-track industry- 
compatible formats, or 
special formats up to 21 
tracks on 1" tape. 

• Custom-designed electri¬ 
cal characteristics. 


FERRITE HEAD DIVISION 

. . . featuring flying, fixed-spacing and 
contact ferrite core magnetic heads for 
drum and disc memory systems. 





• Special ferrite core heads 
for magnetic ink character 
reading. 

• Ferrite recording head 
cores and core assemblies. 


COMPUTER MEMORIES DIVISION 

(formerly Computer Accessories Corp.) 
. . . featuring the versatile MDM-12 
Series Magnetic Disc Memories. 




• Over 16 million bit ca¬ 
pacity. 

• 17 millisecond average 
access time. 

• Reliable head-per-track 
design. 



APPLIED 


Whatever your requirements are 
— custom designs, prototypes or 
quantity production — check first 
with the quality specialist. 


MAGNETICS 

CORPORATION 


75 Robin Hill Road, Goleta, California 93017. Tel. (805) 964-4881. 
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Fabri-Tek’s business is electro-magnetic memories. Core stacks or systems, 2y 2 D 
and 3D organization, thin film systems, low-cost systems with “off-the-shelf” deliv¬ 
ery or special designs, Fabri-Tek does it all. 

But offering the widest possible product range is only halfway to leadership in 
memory technology. Research and design capability is the rest of the way, and 
Fabri-Tek is advancing the state of the art. 

Symbolic of leadership is the fact that Fabri-Tek now is stringing cores at the 
rate of 40 per second or a billion per year. That’s a lot of customer-confidence. 
By the way, an added benefit is price. Stringing that many cores that fast helps 
attain lowest possible cost per bit. 


SEE US AT THE SJCC. AREA D 


2 V 2 D STACKS: FABRI-TEK led the way with 2V 2 D 
more than two years ago. Speeds to 650 nano¬ 
seconds. Unique low-noise design and manufac¬ 
turing techniques. 


3D STACKS: FABRI-TEK is the world’s major pro¬ 
ducer of 3D stacks. Get 1 microsecond or slower 
with everyday delivery. Now shipping 200 per 
week. 


THIN FILM SYSTEMS: Scratchpad to main mem¬ 
ory. FABRI-TEK has delivered many 300 nano¬ 
second systems for commercial and military 
applications and is the only manufacturer sup¬ 
plying a large thin film system to a computer 
manufacturer for main memory. 


CORE MEMORY SYSTEMS: Speeds from 500 nano¬ 
seconds to 10 microseconds, 2V 2 D and 3D orga¬ 
nization. Use of integrated circuitry. Custom 
performance at “off-the-shelf” prices. 


MASS CORE MEMORY: 21 / 2 D mass core storage at 
less than 2 cents per bit for 20,000,000 bits. 
Cycle times at computer speeds. 


FABRI-TEK LEADS IN MEMORY TECHNOLOGY 


5901 South County Road 18, Minneapolis, Minnesota 55436 • Phone:612-935-8811 • TWX: 910-576-2913 
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You already know 
that CAC makes the 
industry’s best tape 
splicer. Did you know 
that we make these 
other products as well? 

For more information, tear out 
the ad, check the product, and 
send us your name and address. 

CAC 

SPLICER 

Splices Pa¬ 
per, Mylar, 
Metalized 
and Aluminum 

MODEL 501-PM Base Tapes. 

Any level punched tape, chad or chadless, 
is quickly spliced using a pre-punched 1.5 
mil thermoplastic coated Mylar splicing tape. 



REWINDER 

• Portable 

• Variable 
speed control 

• Forward 
and reverse 
wind 

• Maximum 
shaft speed: 

820 RPM 

• 5/16" 
diameter 
shafts spaced 12 y 2 " apart. 


MODEL 405 




MODEL 204 


• Portable 

• Variable speed 
control with slip 
clutch 

• CCW wind, max. 
shaft speed 900 RPM 

• 8" back plate 
with 11 / 2 " hub as 
standard equip. 


TAPE EDITING PUNCHES! 

MODEL 303 

• For 5, 6-7, 8-level tapes and edge- 
punched cards 

• Steel die set in aluminum 
block with ribbed 
rubber base 

• Sprocket 
stylus punch 
also available 



MODEL 302 
• Hinged 
precision-ground 
die set handles 
eight characters at one setting 

REELS • CONTAINERS 
PAPER & MYLAR TAPES 
MAGNETIC TAPE • SLIP RINGS 
SPECIAL HUBS & ADAPTERS 

Shipments within 48 hours or less 

I I 



'COMPUTER ACCESSORIES) 
CORPORATION 

211 New York Ave., Dept. C, 
Huntington, New York 11743 
Telephone (516) 421-0929 
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tem (mpos); other supporting soft¬ 
ware includes a system generator, 
librarian, job stack converter, disc 
service programs, system output con¬ 
verter, tape service programs, check¬ 
point restart, and math and service 
subroutines. Hardware modifications 
required are memory protection, in¬ 
terval timer, non-halt mode and 
second-level interrupt. GENERAL 
ELECTRIC CO., Phoenix, Ariz. For 
information: 
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upgraded computers 

Software-compatible, upgraded model 
of the DATA/620, the 620 A and 
622 A have cycle times of 1.8 usee, 
memory sizes from 8-32K. Some fea¬ 
tures optional on the 620 are stan¬ 
dard: multiply and divide, extended 
addressing, ASR 33 Teletype, and 
front access cabinet. The 620/A has 
16-bit memory; 622/A, 18-bit. DATA 
MACHINES, INC., Newport Beach, 
Calif. For information: 
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ocr paper 

Two grades of ocr paper, energy 
bond and energy ledger, are dust and 
lint free, have smooth and level sur¬ 
face, controlled porosity, high bright¬ 
ness and ridigity. Rond is available in 
regular finish, white only, 16 and 20# 
basis weights. Ledger is sold with 
smooth finish, white only, in 24 and 
32# weights. KIMBERLY CLARK 
CORP., Neenah, Wise. For informa¬ 
tion: 
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document reader 

Type 8100 document reader is fitted 
with CMC-7 read logic and can be 
used for processing checks. Unit 
feeds documents at a rate of 20/ 
second and has a data transfer rate 
of 1000 cps. Suitable for both 011 - 
and off-line operation. CROSFIELD 
BUSINESS MACHINES, LTD., Lon¬ 
don, England. For information: 
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cryptographic scrambler 

cryptel 240 cryptographic machine 
scrambles messages for storage on 
punched tape prior to transmission. 
Basic cypher key is a set of pins 
on a pinboard giving different codes 
that can be changed by non-techni- 
cal personnel. Approximately 2.5 X 
10 2R different settings are possible. 
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for ALL of your 
plastic card needs 

The Increasing demand for plastic credit 
and identification cards can only be met 
with automated equipment that produces 
cards of all types...in volume quantities, 
rapidly, and at a low cost per unit. 

Only Dashew can provide this service. The 
Dashew 465 Databosser® is the world’s 
fastest automatic embossing, stamping, 
and code punching system. Utilizing 
punched tabulating cards as input, the 
465 can selectively emboss, print, and 
code punch plastic cards containing vary¬ 
ing information, and output them in 
quantities up to 3000 per hour. 

Dashew’s total capability is unmatched in 
the industry; your plastic card problems 
can be handled from design to mailing. 
This single-source responsibility means 
reduced handling, maximum security of 
records, and greater speed and efficiency. 

No matter where you are, Dashew is only 
a 'phone call away. Service centers are 
conveniently located in Los Angeles, Chi¬ 
cago, New York, and Toronto. 

Remember — Dashew, and only Dashew, Is 
your one complete source for plastic card 
service! 



DASHEW 

BUSINESS 

MACHINES 


Santa Monica —2219 Main Street 213-392-3984 


Chicago — 319 North Albany Street 312-533-1400 
New York City-22 East 40th St. 21^68^-9080 
Toronto — 90 Thorncliff Park Drive 416-421-9585 
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Machine works in conjunction with 
a standard teleprinter comprising 
a tape punch and a tape reader. 
ITT WORLD COMMUNICATIONS, 
New York, N.Y. For information: 
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tape reader/spooler 

RRS-502-10/2 photocell punched tape 
reader/spooler features 500 cps reader 
and 50 inch/sec. spooler equipped 
with 10/2 inch diameter reels. Choice 
of output signals is available in solid- 
state unit. Both unidirectional and bi¬ 
directional configurations are avail¬ 
able. Spooler portion includes inde¬ 
pendent bidirectional rewind and soft 
take-up. Deliveries are within ten 
weeks of order. REMEX ELEC¬ 
TRONICS, Hawthorne, Calif. For 
information: 
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drum subsystem 

The FH-1782 drum (two-million-word 
capacity) and FH-432 drum (262K 
words) have been tied together in a 
subsystem for use with the 1108 and 
494 computers. Up to eight drums— 
either model, any combination—can be 


in the subsystem, handled by one con¬ 
trol unit. Two control units may be 
used, however, each with access to 
any drum (wired for dual channel 
operation), to provide for execution of 
two operations simultaneously and to 
provide for the backup necessary in 
multiprocessing. ATI drums and con¬ 
trol units in the subsystem are logi¬ 
cally and electrically independent so 
that a failure in any one unit will 
not affect the others. UNIVAC DIV., 
SPERRY RAND, Philadelphia, Pa. 
For information: 
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flow chart template 

Flow chart template conforms to 
usasi X-3.5-1966; is 9" long, 6" 



wide. Other sizes are available. 
FISHER AND CROME, INC., Phil¬ 
adelphia, Pa. For information: 
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strip printer 

AN-16 is a Mil-spec alphanumeric 
strip printer and tape-up spooler 
weighing less than 5/2 lbs. and oc¬ 
cupying 200 cubic inches. Designed 
to meet Mil-E-5400 and Mil-1-26600. 
Printed information is presented seri¬ 
ally to operator at up to 25 cps with 
a selection of 64 characters and can 
be adapted to accept any parallel 
6-line BCD code at several interface 
logic voltage options requiring low 
driving currents limited by the 5 K 
ohm input impedance. Need for rib¬ 
bons is eliminated by use of 5 Ae" 
wide press-sensitive tape. Take-up 
spooler has reel which permits thread¬ 
ing without removal from spooler 
assembly. CLARY CORP., San Gabri¬ 
el, Calif. For information: 
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keypunch scheduling 

The Eley System, which schedules 
work, determines work loads and mea¬ 
sures results, consists of instruction 
manual, plastic Converta-Rule elimi¬ 
nating most arithmetical calculations, 
performance status Report Forms, 
Time Sampling Sheets, Work Load 
Records, and punched card Schedul¬ 
ing Tickets. Schedule tickets are de- 




4 WANG electronic calculators 
cost less than 3 ordinary units 



New design permits simultaneous, independent operation of 4 key¬ 
board/display consoles from a single, compact electron! 

• Individual consoles as low as $780. 

• Performs +,—,H-, X, x 2 , e x , log e x at a single keystroke 

• Available with 4 additional storage registers 

• 80-step plug-in programmer available 

• Occupies only 8" x 10” desk space 

Write today for 
complete information 


LABORATORIES. INC. 


SEPT. FF-4, 836 NORTH ST., TEWKSBURY, MASS. ...08176 TEL. (617) 851-7311 
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T7T> 17 T? t CAREER OPPORTUNITIES 

riiriJcjI bulletin 


A complete and comprehensive listing of outstanding 
positions at salaries from $6,000 to $30,000 with National 
Companies for degreed: 


ENGINEERS • ANALYSTS • PROGRAMMERS 


Our professional staff combines Customized Service 
with technical know how to insure for you maximum 
career development in the following areas: 


• Circuit Design 

• Digital or Logic Design 

• Switching 

• Communications 

• Hardware Design 

• Manufacturing 

• Reliability 


• Software Development 
? Scientific Programming 

• Real Time Systems 

• Business Systems 

• Commercial Programming 

• Diagnostic Programming 

• OPS Research 


No charge to you for our custom service. All expenses 
paid by client companies (fees, interviewing & relocation). 
Expedite your development by sending resume in con¬ 
fidence with present salary and geographic preference to 
Frank Daniele, Director: 



La Salle Associates 

Professional Search Dept. 


2136 Locust Street, Philadelphia, Pa. 19103 


For your free bulletin without any obligation, circle subscriber service card. 
Please use home address only. 
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lorry Brouin 
just hod n word 
with o computer. 


Instead of filling out forms he reported what 
he had accomplished by means of RCA’s new 
Data Gathering System. All he did was insert 
his badge and a punched card and pick out 
a few numbers on the keyboard. 

With this kind of information from the floor, 
production managers can get up-to-date sched¬ 
uling, machine utilization, finished inventory, 
material requirements and otheroperating infor¬ 
mation simply by asking the computer directly. 

RCA’s SPECTRA 70/630 Data Gathering Sys¬ 
tem is faster, spans a greater distance, at lower 
cost than competitive systems. If timely infor¬ 
mation from many remote sources is important 
to your business, write us for full details. Dept. 
D, RCA Electronic Data Processing, Cherry Hill, 
N. J. 08101. 


THE MOST TRUSTED NAME IN ELECTRONICS 
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signed to keep operators and super¬ 
visors on schedule and serve as ob¬ 
jective reports on efficiency of opera¬ 
tions. EDUCATIONAL METHODS, 
INC., Chicago, Ill. For information: 
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project planner 

The Series V Planalog is a project 
or program planning and control in¬ 
strument, designed for users of Criti¬ 
cal Path Method (cpm) and pert 
systems. It consists of an aluminum 
channel board of variable size, precut 
plastic gauges that correspond to the 
time scale on the frame (they rep¬ 
resent the events of a project), and 
precut fences that separate the events 
into activity groupings. It can be wall- 
mounted or used as a desktop unit. 
PLANALOG INC., Philadelphia, Pa. 
For information: 
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correlation computer system 

Real-time digital correlation computer 
system features auto- and cross¬ 
correlation and a post integrator for 
averaging up to 1000 individual cor¬ 
relation functions. Model CFC 500 is 


one unit in a family of signal pro¬ 
cessing systems used in sonar, radar 
and vibration low frequency applica¬ 



tions. Specific time for integration of 
the 1000 correlation functions is de¬ 
termined by frequency scale selected, 
and ranges from a 100-second maxi¬ 
mum for a frequency band of 200- 
5000 cycles to 100,000-second aver¬ 
aging time for 0.2-5 cycles. CFC 
generates computer compatible out¬ 
puts. Optional features are an inter¬ 
face system, digital tape recorder, and 
other than 4-bit resolution. Family 
includes spectrum analyzers, power 
spectral density and probability dis¬ 


tribution units. MARQUARDT IN¬ 
DUSTRIAL PRODUCTS CO., Syos- 
set, N.Y. For information: 
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multiplexer/converter 

Model VT7-AB/VMX-4 multiplexer/ 
converter digitizes up to 10 channels 
of high-frequency analog data in 1.5 
usee; has total throughput rate of 667 
kHz. Resolution is 8 bits including 
sign, and accuracy is 0.5% of full scale 
± Yi LSB. Designed for use in radar 
and nuclear instrumentation systems, 
price is $8780. ADAGE, INC., Bos¬ 
ton, Mass. For information: 
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keyboard approach 

The Mark II Keyboard Approach, 
based on a 3-oz. magnetic snap key 
switch and an i.c. switching matrix 
with electronic interlock, makes pos¬ 
sible a variety of coding systems with 
variable stroking and high-speed 
bounce-free outputs. The approach 
can be used with any specified key¬ 
board: only restriction is a mini¬ 
mum center-to-center key spacing. 
Circuitry allows bcd, ascii, and other 
codes. ' CONTROLS RESEARCH 
CORP., Garden Grove, Calif. For in¬ 
formation: 
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--Pasadena- California 

171 N. Santa Anita Ave., 

An equal opportunity employer 
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TRW is Tom Wangsness retrieving 
data-bank information for a buyer. 



Management of information systems is his vital 
function at TRW. It can be yours. 


Tom, Senior Management Systems 
Analyst in the Management Systems 
Department, is responsible for design¬ 
ing and programming computer-oriented 
information systems. He's not just a pro¬ 
grammer, nor a systems analyst. 

He is a hybrid! 

Tom puts it this way.. .“TRW... it’s 
hardware, software, and applications— 
freedom to work out my own path toward 
my assigned goals." 

Move your career in sophisticated man¬ 
agement systems to TRW and work with 
a group that will double in size this year. 
Drop a line (and a resume) today to 
Donald E. Bird, Professional Placement, 
Room 192-D, TRW Systems Group, One 
Space Park, Redondo Beach, California 
90278. TRW is an equal opportunity 
employer. 

We need men and women with experi¬ 
ence as: 


SENIOR SYSTEMS ANALYST: 

With ability to lead other Analysts in 
design and implementation of integrated 
data bank management information sys¬ 
tems. Requires degree in Business 
Administration, Mathematics or equiva¬ 
lent, knowledge of programming, and 
five to seven years practical experience 
with higher level computer language. 

MANAGEMENT SYSTEMS ANALYST: 

To aid in design of random access and 
data bank systems, using latest state-of- 
the-art techniques. Degree in related 
field required, plus three to five years 
systems analyst experience in systems 
design and the programming of a broad 
range of management information 
systems. 

PROGRAMMER ANALYST: 

Must possess ability to grow and improve 
skills in all business systems areas. Con¬ 
centrated programming in any language 


necessary, with two to five years busi¬ 
ness systems experience on any compu¬ 
ter. Degree preferred, but not essential. 

SOFTWARE SYSTEMS ANALYST: 

To design and implement unique soft¬ 
ware application packages oriented to 
business programming functions. Degree 
preferred. Requires two to five years 
experience and complete knowledge of 
manufacturer’s software systems, 
including utility routines, operating sys¬ 
tems and compilers such as COBOL 
and Assembly. 

PERT-COST COMPUTER PROGRAMMER 
ANALYST: 

Must possess ability to establish and 
program networks for planning and con¬ 
trolling complex projects. College degree 
desired but not essential. 

TRW 


TRW (formerly Thompson Ramo Wooldridge) Is 60,000 people at 200 operations around the world, who are applying advanced technology in space, defense, automotive, aircraft, electronics, and industrial markets 
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Link Group of General Precision, 
Inc., has created a new Division: 
LINK INFORMATION SCIENCES. 

The Division will be devoted to 
computer applications providing 
an array of software services. 

Foryears Link has provided soft¬ 
ware to the military and other 
government agencies. Two of our 
foremost projects are for the Apollo 
and LEM programs. With the estab¬ 
lishment Of LINK INFORMATION SCI¬ 
ENCES, we're expanding to provide 
the full spectrum of software serv¬ 
ices to business and industry as 
well. 

We’re experts in programming, 
research and development, mathe¬ 
matical analysis and facility man¬ 
agement. 

We can apply our abilities to 
many fields-manned space flight, 
business accounting, automatic 
typesetting, computerized teach¬ 
ing...even sports and the compo¬ 
sition of music. 

We're headquartered in Wash¬ 
ington, D.C. Other facilities are in 
Pleasantville and White Plains, just 
north of New York City. Bingham¬ 
ton, in central New York State, and 


Norwood, New Jersey. 

Present openings: 

PROGRAM MANAGER, 

COMMAND AND CONTROL. 

Apply electronic data pro¬ 
cessing to achieve effective 
command and control decisions. 
Produce a total systems capa¬ 
bility. Duties will include prepa¬ 
ration of management plans and 
concept of operation. Proposal 
planning and development. Super¬ 
vision of systems analysis and de¬ 
velopment. Ten years experience 
desired with minimum of bache¬ 
lor’s degree. 

SENIOR MARKETING REPRESENTA¬ 
TIVE. To market software systems 
in both commercial and scientific 
markets. Background necessary in 
marketing of software, hardware, 
systems concepts, programming 
and computer theory. Five to eight 
years experience necessary. Excel¬ 
lent starting salary. 

SYSTEM ANALYST, COMMAND AND 

control. To perform total system 
evaluation and prepare preliminary 
design specifications for program¬ 
ming a total system. Duties will 
include assistance in proposal 


LINK GROUP 

AN EQUAL OPPORTUNITY EMPLOYER 


planning, system analysis, and co¬ 
ordination of system development. 
Eight years experience desired 
with minimum of bachelor’s de¬ 
gree. 

Send your resume in complete 
confidence to Mr. Edward F.Grubic, 
Manager Industrial Relations, 
Link Information Sciences, 11315 
Lockwood Drive, Silver Spring, 
Maryland. 
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new literature 


LOGIC CIRCUITS TABULATION: Up¬ 
dated edition lists 5,000 circuit type 
numbers from 90 manufacturers and 
includes 800 types whose specifica¬ 
tions have been revised since the pre¬ 
vious edition. Engineers are provided 
with information on characteristics of 
a type number, possible substitute for 
a given number, manufacturers pro¬ 
ducing circuits meeting certain elec¬ 
trical and mechanical requirements 
and package and dimension specifics 
of a given circuit. Drawings indicate 
the circuits’ mechanical characteristics 
and schematic drawings provide in¬ 
formation on performance. Subscrip¬ 
tion cost: $32.50 in the U.S. and 
Canada; $34.50 elsewhere. D.A.T.A. 
INC., Box 46, Orange, N.J. 97051. 

SAMPLE AND HOLD SYSTEM: Designed 
for data acquisition applications, the 
system is used between an analog 
multiplexer and a time-shared digi¬ 
tizer, reduces errors caused by fre¬ 
quency of input signals. Bulletin ex¬ 
plains theory of operation, features, 
specifications and demonstrates aper¬ 
ture time versus input signal fre¬ 
quency in graph form. SYSTEMS 
ENGINEERING LABORATORIES 
INC., Ft. Lauderdale, Fla. For copy: 

CIRCLE 140 ON READER CARD 


INSTRUCTOR'S MANUAL: Available for 
teachers using the “Business Systems” 
textbook in classrooms. Manual con¬ 
tains discussion points, true-false and 
multiple choice questions and a list of 
supplemental reading materials for 
each chapter. SYSTEMS AND PRO¬ 
CEDURES ASSN., Cleveland, Ohio. 
For copy: 

CIRCLE 141 ON READER CARD 


PRINTOUT FILING: Six-page folder deals 
with such dp filing problems as heavy 
binders, research time, use of space, 
file appearance and indexing and of¬ 
fers solutions. ROBERT P. GIL- 
LOTTE & CO., INC., Columbia, S.C. 
For copy: 

CIRCLE 142 ON READER CARD 


WIRE MEMORIES: Woven plated wire 
memory interweaves thin-film, mag¬ 
netically coated wires with insulated 


wires. At each wire junction, a mag¬ 
netic field is created so a bit of in¬ 
formation can be stored. 16-page 
brochure provides technical informa¬ 
tion and describes how it is adaptable 
to computer systems for main or 
scratchpad memory, buffer storage, as 
a control memory or a supplement to 
other memories, buffer storage, and 
can be used in telemetry or control 
systems. LIBRASCOPE GROUP, 
GENERAL PRECISION INC., Glen¬ 
dale, Calif. For copy: 

CIRCLE 143 ON READER CARD 

TAPE TRANSPORTS: Brief descriptions 
and photos of digital tape transports 
and tape memory systems, featuring 
single-capstan design, are contained in 
a four-page brochure. Transfer rates, 
packing densities, tape speeds, start/ 
stop time and rewind time are cov¬ 
ered. AMPEX CORP., Redwood City, 
Calif. For. copy: 
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GP COMPUTER: 12-page brochure de¬ 
scribes Model 3 which is desk size and 
designed to solve industrial control 
and scientific computational problems. 
Schematic illustrates building block 
structure, I/O interface is described 
and three instruction formats are 
listed. Five software packages are 
available as well as full line of peri¬ 
pherals. INTERDATA, Eatontown, 
N.J. For copy: 

CIRCLE 145 ON READER CARD 

LOGIC MODULE: Four-page brochure 
on the series M Wyle IC includes in¬ 
formation on 60 logic cards, power 
supplies, card files, card drawers, ac¬ 
cessory parts, an automatic module 
tester, and an experimenter for bread¬ 
boarding up to a 10-card system. Also 
gives discount schedule, 10-year war¬ 
ranty and list of sales representatives. 
WYLE LABORATORIES, PROD¬ 
UCTS DIV., El Segundo, Calif. For 
copy: 

CIRCLE 146 ON READER CARD 

NOTCHED CARD SYSTEM: Brochure 
illustrates how Keysort enables users 
to process and retrieve information at 
their desk. Applications include bib¬ 
liographies, accident reports, question¬ 
naires and surveys, personnel records 
and statistical studies. Available ac- 



URS needs data systems analysts, operations research analysts, military 
analysts, mathematicians, and systems and applications programmers. 

NO TWO JODS ALIKE. 

URS has grown for 15 years, and yet retains 
an environment in which the contribution of 
each individual is unique and important. 

Individual effort comes first. 

URS’ Information Sciences Division is engaged in system design, 
programming and information processing operations in the United 
States and other parts of the world. (In addition, our Physical & Engi¬ 
neering Sciences Division is conducting a variety of applied research and 
developmerit programs.) 

Are you currently engaged in systems design 
or programming in the following areas? 

Simulation • Logistics • Management information systems • 
Computer programming aids, languages and applications 

If you have such qualifications and are interested in a position offering 
professional growth and compensation based on your effort, send your 
inquiry or resume to: 

URS* 

■ 

CORPORATION 

1700 S. El Camino Real San Mateo, California 94402 

AN EQUAL OPPORTUNITY EMPLOYER-BY CHOICE! 

‘Still known to some ot our older friends as Broadview (BRC), United Research Services (URS), and various 
other aliases reflecting a spirit of experimentation. 
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new literature 



Cathode Ray Tube sets will be standard equipment 
for nearly 3,000 United agents all over the country. 
They’ll use their CRTs to ask our central 
computer all kinds of questions, and they’ll expect 
instant visual answers. 

Think you can help us set it up and keep it going? 


If you're a systems analyst with pro¬ 
gramming experience, your oppor¬ 
tunities with United Air Lines are as 
unlimited as our computer complex 
itself. It will be the world’s largest in 
commercial operation. 

United’s central computer system 
consists of three UNIVAC 1108 proc¬ 
essors sharing a common 196K, 36- 
bit word core; 40 drums providing 
random access storage of nearly two 
billion characters of data; eight tape 
drives; two 900 LPM printers; two 
card readers and two punches. 

Remote equipment, besides our 
CRT agent sets, will include 800 print¬ 
ers (25 characters per second), plus 
many teletypewriters and communi¬ 
cations lines from other computer sys¬ 
tems connected to our central com¬ 
plex. 

You’ll be responsible for projects 
from analysis, through coding, de¬ 
bugging and documentation. So we 


require two to five years’ experience 
in business or scientific applications 
and a college degree is preferred. 

The basic language of United’s com¬ 
puter system will be Fortran V, sup¬ 
plemented with a special set of sub¬ 
routines required for on-line, real¬ 
time operation. 

Sleuth II, assembly language for 
the 1108, will also be used. 

Besides the satisfaction of personal 
growth and the exploration of new 
areas of computer science, United 
Air Lines offers you a generous pro¬ 
gram of fringe benefits. These include 
free air travel for you and your family. 
You’ll work at United’s spacious Ex¬ 
ecutive Offices in suburban Chicago. 

Please send your resume and sal¬ 
ary requirements to Mr.T.C. Sullivan, 
Supervisor of Employment, United Air 
Lines Executive Offices, P. 0. Box 
66140, O'Hare International Airport, 
Chicago, Illinois 60666. 


UNITED AIR LINES 

An Equal Opportunity Employer, M/E 


See Us At The Spring Joint Computer Conference 
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cessories are shown. MCBEE SYS¬ 
TEMS, DIV. OF LITTON INDUS¬ 
TRIES, Athens, Ohio. For copy: 
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MECHANIZED LIBRARIES: Report deals 
with mechanized systems being 
planned, developed and used within 
defense technical libraries and infor¬ 
mation centers. Described are efforts 
in thesaurus building, file structure, 
input processing, serial control, selec¬ 
tive dissemination of information, cir¬ 
culation control, equipment, informa¬ 
tion retrieval systems, organizations, 
operation and application, summaries 
on mechanization status, scope and 
size of collection. Cost: $7; microfiche, 
$1.75. AD 640 100. CLEARING¬ 
HOUSE FOR FEDERAL SCIENTIF¬ 
IC AND TECHNICAL INFORMA¬ 
TION, 5285 Port Royal Rd., Spring- 
field, Va. 22151. 


MAG TAPE: Six-page booklet describes 
mrx-iii tape and includes specifica¬ 
tions, microphotographs, profilometer 
readings, charts on durability and 
dropout activity and explains Tensa- 
flex. MEMOREX CORP., Santa Clara, 
Calif. For copy: 

CIRCLE 138 ON READER CARD 

TYPESETTING BIBLIOGRAPHY: Refer¬ 
ences cover the period 1960 to 1966, 
and list publications under the follow¬ 
ing categories: management, econom¬ 
ics, systems and applications, equip¬ 
ment, I/O, graphics, editing, pro¬ 
gram and theory, style and tape codes. 
Most references have been selected 
from periodicals. Cost: 3 shillings, 6 
pence. HERTFORDSHIRE COUNTY 
COUNCIL TECHNICAL LIBRARY 
& INFORMATION SERVICE, Hat¬ 
field College of Technology, Hatfield, 
Hertfordshire, England. 


COMPUTERS FOR CONSTRUCTION: 20- 

page brochure features estimating, 
labor reporting, daily earnings com¬ 
putation, job cost distribution, weekly 
job summarization, payroll summari¬ 
zation and fringe benefit reporting 
for the construction field. Based on 
an installation of an electronic ac¬ 
counting system. NATIONAL CASH 
REGISTER CO., Dayton, Ohio. For 
copy: 

CIRCLE 139 ON READER CARD 

CORE MEMORIES: Described in bulletin 
is system with cycle times of 0.6 to 
1.0 usee. Included also are block 
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_ f having a real-time for 

yourself doesn 9 t send you here . 


•• 


sharing it with the best computer 
talent in the country should . 



OPPORTUNITIES EXIST in Sunnyvale, California, Santa Monica, 
California, Washington, D. C., Valley Forge, Pennsylvania. 


We have one of the five largest 
computer centers in the world. Here, 
the first time-sharing environment 
in General Electric was created. Here, 
you’ll have the challenge of working 
on such projects as Nimbus, OAO, 
SNAP-27, GGTS and a good many 
more and tackling them with a really 
intriguing array of computer 
hardware.* 

Any way you say it—in GECOM, 
COBOL, FORTRAN II, 
FORTRAN IV, 9 PAC, or 90 PAC 
—there’s a lot to be said for working 
with the most talented computer 
software and systems people ever 
assembled in one place at one time. 
What’s better, we have a 400- 
company roster of customers who 
like nothing better than being 
convinced, and for those who help us 
convince them the experience can 
be most rewarding. 

To make it more readily so, we keep 
our organizational structure fairly 
loose, our ceilings high, and the walls 
between projects as low as possible. 

So why not act now to put yourself in 
the place of the best computer talent 
in the country. The first act is to drop 
us a copy of your resume. 

*Our computer inventory includes: 

Three DDP 24's, two IBM 7094's, IBM 
1460, Three IBM 1620's, GE225, GE235, 

GE 255, five GE 265's, three GE 415's, 

GE435, GE 605's, GE 635, SDS910, 

UNIVAC 1004, two CDC 160A's, 

SC 4020, SDS 930/2200, IBM 360/44, _ 
and two Telemetrix 670. 


ENGINEERS—SIMULATION 

Responsible for analysis, specifications, 
monitoring and evaluation of crew 
equipment and simulation systems from 
the conceptual to operable stage. Will 
develop simulation test plans, imple¬ 
ment their operation, and evaluate re- 
sultarit data. Provide thermal control 
systems engineering, training systems 
engineering and crew operations inte¬ 
gration. Knowledge of software simu¬ 
lation systems and programming and 
operation of analog/digital computer. 
BS in Engineering. 

SYSTEMS TEST ANALYSTS 

Perform analysis, specification and de¬ 
sign of systems and vehicle test com¬ 
puter programs involving automatic 
ground equipment for test and check¬ 
out functions. Functional supervision 
of coding, test, documentation and val¬ 
idation for assigned subsystems. 

PROGRAMMERS/ANALYSTS 

Scientific analysis and programming on 
many of the nation’s major space pro¬ 
grams. Includes analog, digital and 
hybrid computers. 

SCIENTIFIC COMPUTER 
APPLICATIONS ANALYSTS 

Develop and maintain special applica¬ 
tion-oriented programming systems for 
large-scale batch processors, remote- 
batch and time-sharing systems. This 
mathematical and scientific software 
group serves as computer consultants 
throughout the division. Fortran and 
assembly language experience essential. 
BS in Math or Engineering. 


SOFTWARE SYSTEMS ENGINEERS 

Design, develop and maintain operat¬ 
ing systems and language processors 
for various computer systems, including 
batch, remote-batch, and time-sharing 
configurations. Develop and utilize 
special hardware such as experimental 
remote line printers, voice answer-back 
devices and display terminals. 

SYSTEMS ENGINEERS—MISSION/ 
OPERATIONS ANALYSIS 

Plan, direct and contribute to mission/ 
operations analysis studies which in¬ 
volve the development of math models 
for various aspects of space systems 
survivability and offense. Mission ef¬ 
fectiveness, cost-effectiveness trade-off 
studies evolved via game theory, prob¬ 
abilistic simulation, and other mathe¬ 
matical techniques will be performed. 
Prefer MS in Math, Physics, or EE. 

ENGINEER-ORBIT DYNAMICS 

Engage in earth orbit analysis, orbit 
determination, orbit prediction, statis¬ 
tical error analysis and interplanetary 
trajectory selection. Requires experi¬ 
ence in celestial mechanics, orbit per¬ 
turbation theory and navigation and 
guidance theory. BS AE or ME. 

BUSINESS SYSTEMS 
PROGRAMMERS/ANALYSTS 

Conduct analysis and programming of 
business systems encompassing defense 
contract management, general account¬ 
ing, cost accounting, facilities account¬ 
ing, and corporate information systems. 
Includes analog, digital, and hybrid. 


Interested candidates are invited to submit resume to Mr. P. B. De Benedictis, Dept. 
342D Missile & Space Division, General Electric Company, P. O. Box 8555, 
Philadelphia, Pa. 

For those interested only in West Coast openings, write to Mr. J. Leonard, 1003 West 
Maude, Sunnyvale, California. 

MISSILE & SPACE DIVISION 

GENERAL 

An Equal Opportunity Employer (M &F) 
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Programmers 


interested in Manned Space 
Flights to the Moon and Beyond 

Programmers at Bellcomm, a systems engi¬ 
neering contractor of the National Aeronautics 
and Space Administration, are applying their skills 
to simulation languages and techniques, numerical 
analysis, trajectory analysis, information storage 
and retrieval, problem-oriented languages, time- 
shared systems, monitors, assemblers and com¬ 
pilers, display systems and techniques. 

Immediate openings are available in applica¬ 
tions and system programming to work with en¬ 
gineers and scientists in the following areas: 


diagram of the system, timing dia¬ 
gram, electrical and mechanical spec¬ 
ifications and list of optional features. 
BURROUGHS CORP., ELECTRON¬ 
IC COMPONENTS DIV., Plainfield, 
N.J. For copy: 

CIRCLE 150 ON READER CARD 

DATA DISPLAY SYSTEM: Model SM-2A 
is described in eight-page brochure. 
Technical description, specifications 
and lists of applications and operat¬ 
ing advantages are included. LABO¬ 
RATORY FOR ELECTRONICS, 
INC., Boston, Mass. For copy: 

CIRCLE 151 ON READER CARD 

TECHNIQUES IN COMPUTER DEVELOP- 

MENT: 16-page brochure describes de¬ 
sign development and production of 
the Sigma computers. Use of critical- 
path planning, computer-aided design, 
standardization programs, automated 
testing and semiautomatic quality- 
control procedures are described. 
SCIENTIFIC DATA SYSTEMS, San¬ 
ta Monica, Calif. For copy: 

CIRCLE 152 ON READER CARD 

STUDY COURSE: Designed for non¬ 
technical persons, course offers edu¬ 
cation in programming, background 
and applications. Course material is 
equivalent to four university extension 
courses: 360 programming, Fortran 
IV, computer fundamentals and appli¬ 
cations. Course consists of 24 lessons 
which concentrate on programming 
the 360. Fee covers study and test¬ 
ing material. Cost: $650. Company 
group discounts are available. COM¬ 
PUTER USAGE EDUCATION INC., 
New York, N.Y. 


□ Lunar Reconnaissance Trajectories 

□ Apollo Communications System Capability 

□ Targeting and Trajectories 

□ Surveyor Approach and Descent 

□ Space Environment Simulation 

□ Crew Performance Models 


If you’re interested in a rewarding career in 
space, you are invited to send your resume to 
Mr. N. W. Smusyn, Personnel Director, Bellcomm, 
Inc., Room 1506-E, 1100 17th St., N.W., Wash¬ 
ington, D.C. 20036. Bellcomm is an equal oppor¬ 
tunity employer. 



Bellcomm, Inc. 

A Bell System Company 


REFERENCE SERVICES: Pocket guide lists 
and describes publications serving 
users, manufacturers and consultants. 
“Standard EDP Reports” is an eight- 
volume service offering an appraisal of 
80 dp systems. “Computer Notebook” 
is a current guide to system character¬ 
istics comparing costs and capabilities. 
“Data Communications Reports” comes 
in two volumes and furnishes infor¬ 
mation on common-carrier data trans¬ 
mission facilities, communications pro¬ 
cessing and terminal equipment and 
systems design. “Data Handling Re¬ 
ports” is a loose-leaf reference on char¬ 
acteristics, performance, prices, appli¬ 
cations and limitations of source data 
recording, input preparation, data 
transcription and unit record equip¬ 
ment, forms handling devices and com¬ 
puter supplies. AUERBACH INFO. 
INC., Philadelphia, Pa. For copy: 
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Broaden your talents with the 
most varied and advanced 
systems organization in the industry 


The broad scope of our activities has created a continuing need for top-flight professionals in 
these computer-oriented systems engineering projects: Inertial Navigation, Command and 
Control, Advanced Systems Research, Intelligence, Library, Rail Transportation, and Marine. 

If you feel qualified for one of the following prime openings, please contact us immediately. 

If not, we have several other positions for people with systems experience. Why not send 
us your resume today? 

COMPUTER DEVELOPMENT CHIEF: Requires MSEE Degree and ten to twelve years 
experience in digital computer design and development. The.successful candidate will head 
up our Computer Development Group, and will be the key individual between software and 
hardware groups. Familiarity with digital computer components and systems development 
absolutely essential. 

DATA PROCESSING DESIGN SPECIALIST: Requires BS Math, Engineering or Physics, 
7 to 8 years experience, and the ability to plan and execute study and analysis programs 
involving the application of data processing systems, equipment and techniques to general 
areas of the design of real-time data processing systems. Strong in systems design: familiar 
with computers, information retrieval systems, executive programs and displays. Proposal 
preparation and technical writing capability necessary. 

DATA PROCESSING DESIGN SPECIALIST (Cartography): Requires BS Degree, 7 
or more years experience, especially in the application of data processing systems to 
cartographic processes. You will plan and execute study and analysis programs, design 
real-time data processing systems, and be responsible for proposal preparation, technical 
writing and customer presentations. 

SENIOR COMPUTER SYSTEMS ANALYST: Programmer/analyst familiar with large or 
medium scale computer information systems applications utilizing random access techniques. 
Programming experience with assembly-level language required; background in use of real¬ 
time, direct-inquiry software, plus some version of an operating system desirable. Potential 
applications: crime intelligence, library, educational, manufacturing, inventory, and similarly 
diverse areas. BS Degree required. 

SENIOR SYSTEMS ANALYST: Requires BS or MS in EE or ME, Math and 3 to 5 years 
experience in systems — especially library systems. Interest and experience in computer 
application or computer systems. 

SENIOR ANALYTICAL ENGINEER: Requires a BS Degree and experience in ops/ 
systems analysis development of large computerized information systems, such as intelli¬ 
gence, police, municipal, educational, library, manufacturing, or similarly complex systems. 

COMPUTATIONAL ANALYST: Requires BS Degree in Math and 3 to 5 years experience 
in digital computers and equipment to handle non-routine and non-numerical application 
of machines efficiently. Must also have experience in machine languages. 

Please send your resume immediately to Mr. John A. Henley, United Aircraft Corporate 
Systems Center, 1690 New Britain Avenue, Farmington, Connecticut 06032. We are an 
equal opportunity employer. 


United Aircraft Corporate Systems Center 


u 

DIVISION OF UNITED AIRCRAFT CORPORATION 
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needs 



You're staring at the ceiling. Slipping off to sleep 
and thinking about a problem that's been 
bothering you all day long. All of a sudden the 
answer hits you. It's obvious! You leap out of bed, 
put it down on paper. Come morning, you walk 
into the office proud — with another midnight 
brainstorm. 

That's the sign of a real professional — the person 
who never really stops working. 

If you're that sort of person, we'd like to talk with 
you — tell you about the interesting work you 
could be doing at Honeywell. Chances are, we 
can offer you a chance to be a part of projects 
you'll want to think about late into the night. 


SOFTWARE 

Advanced Operating Systems 
Software Support 
Software Test 
Software Maintenance 
Software Technical Writing 

ENGINEERING 

Openings at all levels in all areas 
of hardware design. 

If unable to meet with us at this time, please forward your res¬ 
ume to: Mr. Curt Collison 

Honeywell 

ELECTRONIC DATA PROCESSING 

200 Smith Street Dept. D-4 Waltham, Massachusetts 02154 

Opportunities exist in other Honeywell Divisions. Send res¬ 
umes to F. E. Laing, Honeywell, Minneapolis, Minnesota 55408. 
An Equal Opportunity Employer. 
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PROGRAMMERS 


SCIENTIFIC 

Compiler Development $9-20K 
Simulation $9-16K 

Graphic Displays $8-15K 

Information Retrieval $8-15K 


BUSINESS 

$9-20K Cost Control Analysis $6-1 IK 

$9-16K Data Systems $7-12K 

$8-15K Process Control $7-10K 

$8-15K Production Control $7-13K 



These and other programming opportunities are cur¬ 
rently available in New England. They represent the 
most interesting, most challenging, and most rewarding 
openings. All fees are paid by our client companies. 

Our Programming division is headed by a professional 
placement counselor who speaks your language. He has 
been deeply involved in programming and systems for 
more than 15 years. He concentrates on the computer 
area exclusively, assuming a more intimate awareness 
of opportunities and the specialized talents you’ll need 
to fill them. He also offers free resume and consultation 


Boston: (617) 444-7113 
Hartford: (203) 249-9111 

Call, visit, or send your resume in confidenc 
to Herb Bello. 


PERSPECTIVE 

Professional Placement 

10 Kearney Road, Needham Hts., Massachusetts 
1Q0 Constitution Plaza, Hartford, Connecticut 
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DIRECTOR 

ENGINEERING COMPUTER 
CENTER 

$12,170-$14,463 

The Philadelphia Water Department is seeking a qualified in¬ 
dividual to initiate and direct the operations of its newly 
established Engineering Computer Center. This Center is 
designed to service the engineering, scientific and technical 
needs of the entire Philadelphia Municipal Government. The 
Director will supervise and guide the operations of this 
Center through two resident engineer-programmers and 
operational personnel who will function in conjunction with 
computer-oriented engineers and technical and scientific 
personnel in various other municipal departments. |t will 
be the Director's responsibility to coordinate the activities of 
the Center with Departmental heads and other top level 
engineering, scientific and technical personnel in all depart¬ 
ments, to advise them on the ways in which the center can 
optimize their departments activities and to obtain their 
support of such programs. 

This position requires a bachelors degree in Engineering or 
other appropriate technical disciplines and 5 years' experi¬ 
ence involving systems design and analysis including 1 year 
supervising the development of computer applications to en¬ 
gineering, technical and scientific problems. Individuals 
with backgrounds in closely related areas will be considered. 
Outstanding program of fringe benefits including pension 
plan which provides for retirement after 10 years' service. 
Send Resume To: 

MR. FLOYD PLATTON 

Personnel Officer 

PHILADELPHIA WATER DEPARTMENT 

ROOM 1130 MUNICIPAL SERVICES BLDG. 

Philadelphia, Pa., 19107 
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look into the wide variety at RCA. 


Here, the assignments do not 
have a monotonous sameness, 
month after month, year after 
year. 

At the RCA Service Company 
the projects change with satisfy¬ 
ing frequency. And each new one 
stimulates the mind, and offers 
you new creative challenges — 
new opportunities to further your 
career. 

Openings now in . . . 

Scientific Programming 

Developing computer programs 
for advanced systems, applying 
current disciplines and creating 
new concepts in management 


sciences and problem solving tech¬ 
niques. Experience in real-time 
programming, communications, 
or scientific applications on me¬ 
dium to large scale computers is 
required. 

Business Programming 

Developing programs for a wide 
variety of problems involving 
management information systems, 
random access applications, in¬ 
formation retrieval systems and 
other large scale business informa¬ 
tion processing. These assign¬ 
ments offer opportunity for 
training on third generation com¬ 
puter systems. 


We invite you to investigate these 
opportunities with RCA at such 
locations as Cherry Hill, N.J., 
College Park, Md., Washington, 
D.C., Cape Kennedy, Fla., other 
major U.S. cities, and overseas by 
writing or sending your resume to: 

Mr. J. B. Burke, Manager of Em¬ 
ployment, RCA Service Company, 
Dept. Y-8Jf, Bldg. 201-2, Cherry 
Hill, Camden, New Jersey 08101 

See us at the SJCC! 

An Equal Opportunity Employer 


The Most Trusted Name 
in Electronics 



April 1967 


CIRCLE 311 ON READER CARD 


145 









Programmers/Analysts 


At Xerox , the 
bigger the 
problems you toe 
the faster yotCre lih 

to get ahead . 


□ Take the examples we cite. When 
you run head-on into problems as 
large and as demanding of your 
best as these, growth ceases to be 
problematical. 

□ We know, because the ability to 
identify and come up with solutions 
to problems of this magnitude ac¬ 
counts in large measure for the ex¬ 
ceptional rate at which we have 
grown as a company. As proof of the 
point, ten years ago we were a small 
manufacturer of photographic prod¬ 
ucts, while today we are not only a 
world leader in graphic communica¬ 
tions, but. among the top 60 U.S. in¬ 
dustrial corporations in terms of 
earnings. In terms of productivity, 
our 1966 sales topped the half bil¬ 
lion dollar mark, and we introduced 
or announced more new products 
and services than in any other year 
of our history. 

□ But that’s history. 

□ As we’ve said, the bigger the 
problems the bigger the possibilities 
for us and for you. You might like 
to start on one of these described to 
the right. 

□ Positions available at all levels. 
Bachelor’s degree and appropriate 
experience preferred. The openings 
are in Rochester, New York. Please 
forward resume, including salary 
history, to Mr. Harry T. Delk, Dept. 
YVS-125, Xerox Corporation, P.O. 
Box 1540, Rochester, N.Y. 14603. 


Challenges at all levels for: 
PROGRAMMING ANALYSTS 


PROBLEM : To explore and develop 
promising possibilities in simulation, 
optimization, modeling and information 
storage and retrieval systems. Examples 
—a management financial model that 
will simulate and foreeast company ac¬ 
tivities fully and accurately five years 
ahead. Systems for selected dissemina¬ 
tion of information and remote access 
to large data bases. 

PROBLEM: To contribute signifi¬ 
cantly to the solution of technical prob¬ 
lems confronting an organization that 
devotes approximately 10% of its rev¬ 
enue to research and development... an 
organization that already has : a remote 
computing capability designed to serve 
some 2000 scientists and engineers; 
plus, real-time control systems for pro¬ 
totype automatic-data-acquisition ; plus, 
numerical control systems. 

PROBLEM : To develop information 
systems enabling people to really com¬ 
municate, make decisions and plan for 
the future. As of now, second genera¬ 
tion equipment (represented in part by 
almost two billion characters of disc 
storage shared by three IBM 7010’s) 
has been pushed to the limit. Many of 
the problems of communicating infor¬ 
mation from field locations to the corpo¬ 
rate data bank still remain to be solved. 


Challenges for: 
PLANNERS, 

SYSTEMS DEVELOPERS 
& COMPUTING EDUCATORS 


PROBLEM: How can third-genera¬ 
tion computing and information tech¬ 
nologies be applied to provide timely 
access on a nationwide basis to a cen¬ 
tralized data bank of 8 billion charac¬ 
ters. What configuration of computer 
and communication hardware should be 
used, and what software must be de¬ 
signed and implemented to make this 
goal successful. 

PROBLEM: How can Programming 
Systems be adapted to solve the prob¬ 
lems of integrated file organization, 
specific and generalized communications 
routines for data acquisition, on-line 
inquiry and updating capabilities, ad¬ 
ministrative message switching, remote 
computing concepts, problem-oriented 
languages and optimized utilization of 
computer facilities. 

PROBLEM: To make certain, through 
the use of the best educational tech¬ 
niques, that top management and all 
functional areas fully realize and utilize 
the computer’s real potential. 

PROBLEM: Again through educa¬ 
tion, but without disturbing work in 
progress, to raise the capability level of 
all programmers and to prepare the 
company for the new environment. 


XEROX 

An Equal Opportunity Employer (M/F) 
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TRW isTomVickers 
optimizing spacecraft reliability 



Dynamic programming of reliability vs. weight and cost 
is one of the many problems solved at TRWi 


Tom is a Programmer/Analyst Group 
Leader at the TRW Computation and 
Data Reduction Center. He's in the infor¬ 
mation problem solving business. He 
works with engineers and scientists on 
a variety of computers. One thing Tom 
likes most at TRW is the opportunity to 
learn and apply what he's learned in a 
professional atmosphere. 

If you like variety, want to be a problem 
solver, not a coder, come to TRW where 
Computer Programming is a career. Drop 
a line (and a resume) today to James E. 
Adamoli, Room 191D, Professional 
Placement, TRW Systems Group, One 
Space Park, Redondo Beach, California 
90278. TRW is an equal opportunity 
employer. 

We need men and women with experi¬ 
ence as: 

DATA SYSTEM PROGRAMMERS/ 
ENGINEERS: 

To evaluate, design and implement 
computer-based systems for real-time 
acquisition and processing of telemetry 
and instrumentation data. Prefer several 
years’ experience in computer program¬ 
ming, system design or logic design for 


telemetry, instrumentation, or commu¬ 
nications applications. Degree in 
physics, mathematics or engineering is 
required. 

' SCIENTIFIC PROGRAMMERS/ 
ANALYSTS: 

To analyze, program and debug com¬ 
puter solutions of problems arising in 
missile and space vehicle engineering 
such as: guidance and mission plan¬ 
ning, space kinetics, spacecraft 
dynamics, thermodynamics and fluid 
dynamics, and re-entry and propulsion 
physics. Prefer degree in mathematics, 
physics or engineering with 2 to 7 years 
of related experience. 

REAL-TIME PROGRAM DESIGNERS: 

To design and implement control super¬ 
visors and scientific applications pro¬ 
grams for real-time monitoring and 
analysis systems. Also, to develop a 
large-scale remote access, time-sharing 
system, involving information storage 
and retrieval, display systems and tech¬ 
niques, and computer-aided design. 
Technical degree and 2 to 7 years of 
related experience required. 


ADVANCED APPLICATIONS 
PROGRAMMERS: 

To solve problems in the design of 
computers, electronic components and 
physical subsystems, using the digital 
computer for simulation. Many of the 
problems will involve the use of modern 
on-line graphics. Requires degree in 
mathematics, engineering, physical sci¬ 
ences or operations research. 

DATA PROCESSING AND ANALYSIS 
PROGRAMMERS: 

Problems include all phases of scien¬ 
tific, engineering and medical data 
processing and analysis. Current areas 
of emphasis: range tracking, anti¬ 
submarine warfare, medical informa¬ 
tion retrieval and statistical analysis. 
Requires degree in engineering, mathe¬ 
matics or the physical sciences with a 
minimum of 2 years’ programming 
experience. 

TRW 


TRW (formerly Thompson Ramo Wooldridge) is 60,000 people at 000 operations around the world, who are applying advanced technology in space, defense, automotive, aircraft, electronics, and industrial markets 
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Take Southern California’s largest commercial computer facility, multiply by two, and you have 
a quick picture ot today's expansion at NCR Electronics Division. You can accelerate your own 
future by joining this dynamic organization now. At NCR, you will share new challenges with 
men who have already placed some of the world’s most advanced digital systems hardware on 
the market. And you will help create systems to bring business automation to more than 120 
countries. The Southern California skies are clear and the track is fast. On your mark, get set, grow. 
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books 


The Challenge of the Computer Utility, 
by E. F. Parkhill, Addison-Wesley, $7.95. 

This is probably the first book cover¬ 
ing with some comprehensiveness the 
subject of the computer utility or, al¬ 
ternatively, “on-line computer systems” 
or “time-sharing computer systems.” 
The author has done a creditable job 
of gathering together the history, 
motivations, technological and social 
aspects of these new computer sys¬ 
tems. The book covers most of the 
important technical aspects, but can¬ 
not be said to cover them incisively 
or analytically. The book can prob¬ 
ably best be described as a survey or 
as an introduction to the technical 
subject matter. 

The book begins with a short his¬ 
torical sketch which is rather well 
done. Once again, one is impressed 
with the accuracy of Babbage’s vision, 
the significance of the development 
of the vacuum tube flip-flop, the his¬ 
torical significance of the appearance 
of eniac in 1946, and the conceptual 
importance of von Neumann’s idea 
for the common storage of data and 
instructions. A number of paragraphs 
pinpoint the significance of some of 
the early computers: edvac, edsac, 
Whirlwind, seac, etc. (A notable ex¬ 
clusion is the ERA 1101, the world’s 
first drum computer, delivered about 
1950.) Detracting somewhat from the 
presentation of this historical develop¬ 
ment is the fact that the development 
of software is not chronicled nearly as 
well as hardware. There are no refer¬ 
ences to early significant software 
publications, for example. 

These early chapters are weakened 
only slightly by some questionable 
facts or opinions: The RW 400 com¬ 
puter with its emphasis on modularity 
is confused with a variable structure 
computer; the American Airlines Re- 
servisor system was the first operating 
time-sharing system and therefore oc¬ 
cupies an important niche in history 
—much more important than implied 
here; and it is questionable whether 
the IBM 701 “played an important 
part in the Korean war,” since first de¬ 
liveries were in mid-1953 when the 
Korean war was drawing to a close. 

The book has very good descrip¬ 
tions of early military systems which 
contributed to the technological de¬ 
velopment (although the importance 


of sage as a predecessor to time-shar¬ 
ing systems is much understated). 
Also, it has good descriptions of time¬ 
sharing systems currently in operation, 
and it has good descriptions of com¬ 
puters such as the IBM 360/67, the 
CDC 6600 and the GE 635/645 sys¬ 
tems. In particular, the notion of pag¬ 
ing and memory swapping done with 
modern computers is described very 
well. 

There are, unfortunately, some not¬ 
able omissions in the book. Software 
systems necessary to implement time¬ 
sharing systems are almost totally 
neglected. Examples are not given 
of the functions and advantages of 
conversational systems from the 
user’s point of view. Just what the 
operator does at his console is never 
fully disclosed or discussed. There are 
no examples of query languages or 
display formats presented in the en¬ 
tire book. 

Economic considerations of the 
computer system are treated compre¬ 
hensively, if not incisively. The author 
points out, for example, that the ad¬ 
vantages of these systems are fast re¬ 
sponse, reduced user capital invest¬ 
ment, better utilization of computers, 
and convenient access to a data base. 
The acknowledged arguments against 
the system are costs of communica¬ 
tions facilities, the executive control 
requirements, reliability and mainte¬ 
nance problems, system saturation 
problems, and lost time due to “swap¬ 
ping.” Under “executive control re¬ 
quirements,” the author alludes only 
briefly to complexities in hardware 
and software, and seems to ignore the 
fact that these may make over-all 
costs of time-sharing systems greater 
than their, batch counterparts. The 
very significant extra hardware costs 
for controlling the computer in the 
multi-user environment are not speci¬ 
fically mentioned—items such as extra 
memory complexity, extra memory 
size, and hierarchies of memory sys¬ 
tems. Repeatedly, the author refers 
1 

to speed and costs being — in the case 
n 

of n users, thereby ignoring speed re¬ 
ductions and extra costs due to such 
items as operation of the executive, 
computer speed degradation in pag¬ 
ing, idle time, swapping time, and the 
like. Puzzlingly enough, in still other 
parts of the book, he refers to 
the existence of these factors. 

The author has included an inter¬ 
esting discussion of the legal factors 
involved with the computer utility. 
He covers, with good results, such 
factors as data privacy, ownership and 
control, and the need for legislation. 
Missing in this discussion is the de¬ 
velopment of message switching which 


digital 

systems 

opportunities at NCR 
electronics division 
in los angeles 

□ SYSTEMS FORMULATION 
& ANALYSIS ENGINEERS 

For assignments in commercial on-line 
computer applications with emphasis on 
communications interface. Extensive 
experience required in hardware 
specifications and advanced systems, 
including multiprogramming and list 
processing. Requires B.S. in engineering, 
business or related field. 

□ SOFTWARE PROGRAMMER 

□ DIAGNOSTIC PROGRAMMER 

□ PROJECT ENGINEERS 
Computing Systems 
Peripheral Equipment 
Discs & Controllers 
Packaging 

□ CIRCUIT DESIGN ENGINEERS 

□ ELECTRICAL & MECHANICAL 
LIAISON ENGINEERS 

□ PACKAGING ENGINEERS 
(ALL LEVELS) 

□ MECHANICAL DEVELOPMENT 
ENGINEER 

□ RELIABILITY ENGINEERS 

□ Q.C. ENGINEERS 

□ PROCESS ENGINEER 
—ELECTRONIC 

□ TEST EQUIPMENT 
DESIGN ENGINEERS 

□ MEMORY DESIGN- 
RESEARCH 

□ OPTICS/LASER RESEARCH 

□ MECHANISMS SPECIALIST— 
Ph.D. 

□ MECHANICAL/OPTICS 
DESIGN ENGINEER 

□ MAGNETIC RECORDING 
ENGINEERS 

□ SERVO SYSTEMS ENGINEERS 

confidential'interviews 

AT SJCC, INTERMAG AND 
IN YOUR AREA 

To arrange an appointment at SJCC 
in Atlantic City, at Intermag in 
Washington, D. C., or soon thereafter 
in your area, send a resume 
immediately, including education, 
experience and salary history, to 
Tom E. Lyon, Technical Placement, 
at the address below. 

The National Cash Register Company 


NCR 

ELECTRONICS DIVISION 
2837 W. El Segundo Blvd., Hawthorne, Calif. 
Telephone: Area Code (213) 777-7296 
An equal-opportunity employer 
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IMMEDIATE SEATING 

• if you're exceptionally knowledgeable in your field 

• if you're willing to utilize your full potential 

• if you've reached the limits of your present position 


@ 


We are the leading Personnel and Management Consultant Organiza¬ 
tion concerned with EXCLUSIVE placement of Data Processing Per¬ 
sonnel. Our extensive search facil ities and specific recruiting place 
us in a unique position to fulfill the requirements of employers of 
Data Processors. Your application is processed by E.D.P. Specialists 
who know the industry, its needs and WHERE THE OPPORTUNITIES 
EXIST. All fees are paid by the hiring company; there is no charge 
to the individual. Please contact us at any of our offices. 

EMPLOYMENT FOR DATA PROCESSORS 

member of D.P.M.A. 


CHERRY HILL, NEW JERSEY 
140 BARCLAY CENTER 
609/42B-723S 


_ WASHINGTON, D. C. 

® 35 WISCONSIN CIRCLE D 

301/657 -1677 
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WILMINGTON , DELAWARE 
27 WEST MARKET STREET 
302/994-1202 




** NEW 1966 COMPUTER 
SALARY SURVEY 

—a summary of nation-wide computer salary ranges broken 
down by eleven professional classifications and including 
degree of experience and level of management. 

COMPUTER OPPORTUNITIES 
A LOOK AT 1967 

—a comprehensive analysis of current trends in computer 
employment including programming, business and scientific 
systems, operations research, real-time, management 
consulting, computer manufacturers, etc. salaries 
range to $75,000. 

To receive your free copy without obligation please circle the 
reader inquiry card or, to speed delivery, 
write directly to: 

source<Q edp 

"executive computer specialists" 

In Chicago — 

David M. Grimes, 100 S. Wacker Dr., Suite 212, (312) 782-0857 
In San Francisco — 

R. D. Clark, 111 Pine Street, Suite 1015, (415) 434-2410 
In Detroit — 

Charles L. Walther, 2990 W. Grand Blvd., Suite 406, (313) 
871-5210 

CLIENT COMPANIES ASSUME OUR CHARGES 
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Now Is The Time To Talk Money! 




And Shamrock's Client 3rd Generation Computer Users Want 
to Talk To You Now About Position And Future As Well As Money If: 

• You feel that you are management material. 

• You fall in the $10,000 to $30,000 income bracket. 

• You have a work background in Computer Programming, Systems 
Analysis or Data Processing Operations. 

Shamrock’s services are offered on a confidential basis at no cost to you. The greatest 
current interest is centered in the four areas shown below. For the fastest results, con¬ 
tact the office nearest your home. Shamrock will take it from there. 


In Philadelphia, Contact: Terrence O'Neill 

SHAMROCK PERSONNEL 

Rohm & Haas Bldg. 6th & Market Sts. 
Philadelphia, Pa. 19106 
Phone: (215) 925-9815 


In New York, Contact: Scott Anderson 

SHAMROCK PERSONNEL 

1200 Summer St., Stamford, Conn. 06902 

Phone; In New York call (212) 665-1140 
All others, call (203) 327-2800 


In Boston, Contact: Bill Hobbs 

SHAMROCK PERSONNEL 

Prudential Center, Boston, Mass. 02199 
Phone: (617) 267-5200 


In Chicago, Contact: John Jordan 

SHAMROCK PERSONNEL 

5 S. Wabash, Chicago, III. 60603 
Phone: (312) 263-4084 


CIRCLE 316 ON READER CARD 


DRTRMnTIQN 
















c 

E 

:ar 

:ers 


i 

r 

L 

'OP 

!0% 


EXCLUSIVE! 

The unique personal and confidential relation¬ 
ship we establish with you and our clients 
permits us to offer you outstanding job oppor¬ 
tunities, many not found anywhere else. If your 
potential or abilities are above average and you 
are looking for a challenge, our unique service 
will enable you to 

CHOOSE THE AREA 
you prefer to live and work in 
FROM COAST TO COAST 

Investigate not just a job, but a career in any 
aspect of computer based systems or manage¬ 
ment science. 


A SAMPLE OF CATEGORIES, 
SALARIES FROM $10,000-$30,000 

• Software development 

• Real time/Communications systems 

• Scientific computation/Analysis 

• Management or computer consulting 

• Operations Research 

• Applications programming 

• Management Information Systems 

• Marketing/Sales/Systems engineering 

• Hardware engineering 

• D. P. Management/Systems analysis 

• Time Sharing/Process Control, etc. 
(Managers, Seniors, Intermediates) 


Our clients assume all expenses 
Write in full confidence to 
Joseph Albert or phone 212/679-7314. 
Indicate salary and geographic requirements. 
Member ACM 

Career Consultants in the Data Processing Field 


CJ 

*?■ 






437 FIFTH AVENUE, NEW YORK, N. Y. lOOU 
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books 

is a communications or common car¬ 
rier function and the evolvement from 
message switching into communica¬ 
tions/computer networks such as that 
being planned by Western Union. In¬ 
deed, one of the most important legal 
considerations is the question of what 
are common carrier functions and 
what are data processing functions. 
Or, stating it differently, what is the 
boundary between the concepts of 
the computer serving the communica¬ 
tions system and the communications 
system serving the computer? The 
legal factors in future govern¬ 
ment regulations will revolve around 
these considerations. 

At the close of the book, the author 
presents a very engaging discussion of 
the uses of the computer utility and 
the social implications. The author in¬ 
dulges himself in presenting such fu¬ 
ture applications as computerized 
shopping, information services to be 
used in the various professions, au¬ 
tomatic publishing, economic planning 
and control. He closes with some 
serious concern about employment 
and the need for “drastic revamping 
of many cherished economic myths.” 

The author is obviously a strong 
proponent of computer utility systems 
and sometimes gets carried away. For 
example, he speaks of the fact that it 



is now technically feasible to bring 
the full power of a large scale com¬ 
puter complex to anyone in the world 
who has teletypewriter service avail¬ 
able in his home or his office. In so 
doing, he ignores the high speed 
output and input devices which might 
be necessary to fully utilize this “full 
power of a large scale computer com¬ 
plex.” In still another part of the book, 
he sees the need for terminals costing 
less than $1,000 apiece while at the 
same time spelling out requirements 
which would put the terminal de¬ 
vice in a cost bracket of upwards of 


Don’t 
send us 
your 
resume 


until 

you’ve read 
ours. 


It’s only fair. 

Before you tell us all about your¬ 
self, we think you have the right to 
know all about us. It’s the best way 
to be sure you choose the placement 
organization than can most effectively 
advance your career. 

And advancing your career is ex¬ 
actly what Drew is trained to do. It is 
one of the largest EDP placement spe¬ 
cialists in New York. It has been help¬ 
ing professionals like yourself to 
make more of their talents for years. 

The most valuable advantage Drew 
offers you is the people it can help you 
meet. Our placement executives work 
closely with nearly every important 
New York-based company that em¬ 
ploys skilled systems analysts and 
programmers. So, when jobs become 
available, they’re usually the first to 
know. 

But they don’t waste your time 
arranging interviews for every job. 
Drew specialists in every area of EDP 
review the openings first, then match 
the right man to the right job. So that 
both parties are satisfied. 

As you can see, Drew is an authority 
on EDP careers in New York. We’ve 
even written a booklet on it—the only 
one of its kind. (If you’d like a copy, 
we’ll be happy to send you one.) 

Now that you've read our resume, 
we’d like to read yours. The more we 
know about you, the more we can do 
to help you find the spot you want. 


[Mew 


Personnel Placement Center 
160 Broadway, N.Y.C. 10038 
(212) 964-8150 


Here’s my resume. j 

Field of interest: | 

Cml. □ Sci. & Engrg. □ j 

□ Please send free copy of guide to| 
EDP careers in New York. | 

Name___i 

Address_I 


City-1 

State__Zip_ J 

All correspondence in confidence, of course. 
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A PROGRAMMER ASKS: 


“WHY DOESN’T 
SOMEONE PLAN A 
PROGRAMME FOR 
PROGRAMMERS?” 
• 

UIUIVAC has... 
here it: is! 


I ■ The Data Processing Division 
of UNIVAC needs programmers who 
now are, or soon plan to be, at the 
top of their profession. Our current 
team includes the kind of people who 
restlessly keep straining toward new 
goals, personally and in their tech¬ 
nological specialties. Is that you! 


mLm We need this special breed in 
many categories of programming. 
They are now at work on challenging 
long term problems in: business sys¬ 
tems programming, scientific appli¬ 
cations programming, maintenance 
& diagnostic programming, develop¬ 
ment of executive systems, operating 
systems, and programming research 
programming. And then some. 


W ■ We offer a working and living 
programme that is stimulating and 
exciting. At work: a wide creative 
freedom to improve on yesterday's 
best answers. As much responsibility 
as you can accept. Generous recogni¬ 
tion of your contributions to the na¬ 
tion's number one programming team. 
After work, home is only a short drive 
to pleasant residential communities 
in and around Minneapolis and Saint 
Paul. Golfing, swimming, sailing, 
hunting, fishing, skating, skiing. Cul¬ 
ture and education: the finest of ele¬ 
mentary and secondary schools, a 
great University, many outstanding 
colleges. A celebrated Symphony 
Orchestra. The unique Tyrone Guthrie 
repertory theatre. Big League specta¬ 
tor sports: "Twins" and "Vikings." 

WANT MORE DETAILS of a pro¬ 
gramme of happy working and living 
that is attracting more top-flight pro¬ 
grammers every day? If you have a 
degree and 2-5 years experience, 
write: John Hallenberg, Employment 
Manager, Dept. 67-500, UNIVAC 
Data Processing Division, 2276 High- 
crest Drive, Roseville, Minn. 55113. 


UNIVAC 

DIVISION OF 8PERDY RAND C O R P. 


DATA PROCESSING DIVISION 
2276 HIGHCREST DRIVE 
ROSEVILLE, MINN. 5 5113 
TELEPHONE 612-633-6170 

An Equal Opportunity Employer M/F 


ft INFORMATION PROCESSING & 


We consult exclusively in the area of data processing and 
financial personnel. All fees are paid by client companies. 
Qualified candidates are urged to contact us regarding op¬ 
portunities ranging from $8,000 to $30,000. 

"Replies are held in confidence" 

ft R0-MAC & ASSOCIATES $ 

PERSONNEL CONSULTANTS 

200 Boylston Street 
Chestnut Hill, Mass. 02167 
(617) 969-4010 

94 Auburn Street 
Portland, Maine 04103 
(207) 797-2191 
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Looking for a... 

) COMPUTER CAREER 
Programmed for Growth? 


Top companies are looking for YOU, thru Brentwood. 
Because Brentwood’s degreed professionals speak their 
language, YOUR language. Our input includes a pro¬ 
fessional review of company needs and growth opportu¬ 
nities; in-depth studies of applicant qualifications and 
capacity for growth. Our output solves problems for 
client companies, client applicants. We’re programmed 
to find the best spot for the best man. 

Brentwood has fee-paid growth openings NOW in 

• applied systems • compiling • assembling • automatic languages 

• operations research • commercial programming • systems design 

• scientific computation and analysis • information retrieval 

• mathematical & numerical computation & analysis • diagnostics 

• digital and logical design • operational real time * utilities 

Contact or call collect in confidence (201-622-0915) 

BRENTWOOD 

PERSONNEL B 7 ASSOCIATES 

786 Broad St., Newark, N. J. 07102 


In Boston 

Brentwood Personnel of Massachusetts 

80 Boylston St., Boston, Mass. 02116 
(617) 542-9410 


In Philadelphia 

Brentwood Personnel of Philadelphia 

510 Penn. Ave., Ft. Washington, Pa, 19034 
(215) Ml 6-8801 
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PROGRAMMERS: 



Aerospace Corporation per¬ 
forms systems engineering and 
provides technical direction for 
the U.S. Government on mili¬ 
tary space and missile programs. 

COMPUTER SYSTEM ARCHITECT Assist 
in providing technical direction for 
studies determining the proper com¬ 
puter architectures required to satisfy a 
broad range of weapon functions. Relate 
software structure to computer organi¬ 
zation and assimilate the effects of 
batch fabrication techniques on com¬ 
puter organization. Perform individual 
research in computer organization 
theory and practice. 

RADIATION HARDENING SCIENTIST 
Perform general studies on selected 
guidance computer hardening problems. 
Should have a good foundation in cir¬ 
cuit design, computer organization, and 
desire to learn fundamentals of inter¬ 
action of nuclear radiation with circuit 
components. Will provide contractor 
technical direction in these areas. Per¬ 
form individual research in related 
topics. 

COMPUTER TECHNOLOGIST Perform 
technology surveys to define future com¬ 
puter requirements. Will provide tech¬ 
nical direction in support of advanced 
weapon systems. Typical assignments 
will include definition of evaluation 
procedures for computer prototypes, 
preparation of computer and acceptance 
test specifications, and monitoring test¬ 
ing activities. Should have a strong 
background in the design aspects of 
computers and their application to real¬ 
time computational problems and be 
motivated to have a general understand¬ 
ing of software development problems. 

SCIENTIFIC PROGRAMMING Assist in 
the formation and solution of problems 
arising in missile and re-entry vehicles 
engineering. Responsibilities include 
the analysis, programming, debugging, 
and direction of computer solution. 


If you have an advanced degree 
and a minimum of five years 
experience, contact Aerospace 
Corporation, an equal oppor¬ 
tunity employer. Write to 
T. A. Newburg 
Room 153 
P.O. Box 249 
San Bernardino, 

California. 

AEROSPACE CORPORATION 
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books 


$30,000 for many, many years to 
come. 

Despite these comments and criti¬ 
cisms, it should be emphasized that 
this is a good book, especially in con¬ 
sideration of the newness of the sub¬ 
ject and the fact that the ground swell 
of interest in these systems only first 
began in mid or late 1965. The author 
has provided a vehicle for the profes¬ 
sional not immersed in these systems 
to become familiar with the salient 
historical and technical factors. He 
has likewise provided the intelligent 
layman with the information which 
will make less traumatic the transition 
from the present to the “great com¬ 
puterized society.” 

—Walter F. Bauer 

book briefs 

(For further information on the books 
listed below, please write directly to 
the publishing company.) 

Network-Based Management Systems 
(PERT/CPM), Russell D. Archibald and 
Richard L. Villoria. John Wiley & Sons, 
Inc., New York, N.Y. 1967. 508 pages. 

Definition of management informa¬ 
tion and control systems, including 
problems, cost, fundamentals and im¬ 
plementations, and numerous case 
histories. 

Computers in Europe 1966, Report by 
The Netherlands Automatic Information 
Processing Research Center, Amsterdam, 
The Netherlands. 1966. 47 pages. 

$5.00. 

Surveys historical development of data 
processing in Europe, and includes 
present installations and applications, 
forecast of the overseas market to 
1975, and 14 tables. 

Concatenated Codes, G. David Forney, 
Jr., Research Monograph #7, M.l.T. 
Press, Cambridge, Mass. 1966. 147 
pages. $8.50. 

An introduction to concatentation: a 
technique for constructing long codes 
without an excessive number of com¬ 
putations. Development of this tech¬ 
nique can be used by communications 
engineers as well as those engaged in 
coding research. 

The PL/1 Converter, Eric Weiss. McGraw- 
Hill Book Co., New York, N.Y. 1966. 
113 pages. $3.95. 

An abbreviated primer of PL/I 
general programming language, writ¬ 
ten for a fortran programmer. Con¬ 
tains example programs and classified 
list of keywords. 



ARE YOU A 
"SOFTIE”? 

COME TO 

UIMIVAC! 

Software, hardware, every ware . . . 
UNIVAC is the technical pioneer in 
the computer field. But, like the Red 
Queen said, “It takes all the running 
you can do, just to stand still!" And 
still is one way we never want to 
stand for very long. We hope you 
feel the same about your progress. 

SO THAT OUR SOFTWARE keeps 
lengthening its lead, we keep adding 
talented people like you to our Ad¬ 
vanced Programming Section. This 
group does the R. & D. on program¬ 
ming methods and aids to help plan 
the future of our operational programs. 

THEIR WORK INCLUDES . . . 

developing advanced methods of pro¬ 
gram construction, specifying ad¬ 
vanced programming languages, plan¬ 
ning advanced software, support and 
new compilers, language processors 
and debugging aids. They explore new 
avenues in programming techniques: 
logical language translation, compiler 
construction, mass memory alloca¬ 
tion, information storage and retrieval, 
interpretive programs and advanced 
program construction methods. As 
well as general research in assemblers 
and loaders, computer-aided program 
documentation, advanced executive 
systems and time shared remote pro¬ 
gramming systems. And lots more. 

IT'S HARD TO FIND SOFTWARE 

programmers and systems engineers 
of the caliber we have in mind. We 
could use a few of the best, with 3 to 
5 years experience, immediately. These 
new people will have to be good 
enough to run hard with the number 
one group in this field. If you're 
ready, write the man at UNIVAC, 
telling your experience, capabilities, 
ambitions. Address: R. K. Patterson, 
Employment Manager, Dept. 102. 


UIMIVAC 

DIVISION OF SPERRY RAND CORP. 

DEFENSE SYSTEMS DIVISION 
2750 WEST SEVENTH BLVD. 
ST. PAUL, MINN. 55116 

An Equal Opportunity Employer M/F 
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To find a better 
position... 
use a system. 


The 


system. 


The only network of personnel offices specializing 
in systems occupations. 

Regional offices located in principal U.S. cities 
offer competent job seekers the widest possible 
selection of positions. 

A nearby R-H office programs itself to follow your 
particular requirements. 

All fees are paid by management. 

PROGRAMMERS • SYSTEMS ANALYSTS • MANAGERS 
Send your resume in confidence to your nearest 
R-H office. 

ROBERT HALF PERSONNEL AGENCIES 

World’s Largest Financial & EDP Personnel Specialists 

Baltimore: One Charles Center.(301) 837-0313 

XXX Boston: 140 Federal St.(617) 423-6440 

M M M Chicago: 333 N. Michigan Ave.(312) 782-6930 

X X 2T Cleveland: 1367 East 6th St.(216) 621-0670 

A A A Dallas: 1170 Hartford Bldg.(214) 742-9171 

^ Y I Detroit: 1114 Guardian Bldg.(313) 961-5430 

A A Los Angeles: 3600 Wilshire Blvd.(213) 381-7974 

New York: 330 Madison Ave.(212) 986-1300 

I I I Newark: 570 Broad St.(201) 623-3661 

Philadelphia: 2 Penn Center.(215) 568-4580 

_ _ Pittsburgh: 429 Forbes Ave.(412) 471-5946 

! PWM St. Louis: 1015 Locust St.(314)231-0114 

San Francisco: 111 Pine St.(415) 434-1900 

Stamford, Conn.: One Atlantic St. ... (203) 325-4158 


CAREER MEMO 

To PROGRAMMERS/ANALYSTS/ENGINEERS 
From EVERETT KELLEY ASSOCIATES 

If your present position lacks professional motiva¬ 
tion . . . NOW is the time to let us program your pro¬ 
fessional future ... 

Consult our staff of experienced specialists who are 
at your disposal. They will open doors and arrange 
favorable interviews with selected clients. Utilize 
your total professional capability in: 


Scientific Programming 
Real Time Systems 
Software Development 
Operations Research 
Applied Systems 
Systems Design 
Consulting 


Digital or Logic Design 
Circuit Design 
Commercial Programming 
Mathematics 
Development Engineering 
Communications 
Sales/Marketing 


Salary range: $8,000-$30,000. All expenses paid by 
client companies (fees, interviewing and relocation). 
Submit your resume in strict confidence, including 
salary requirements and geographic preference, di¬ 
rectly to Mr. R. L. Keilholtz or Mr. Donald Wayne, or 
write for our composite resume form. 




EVERETT KELLEY 
ASSOCIATES I 


^ Consultants to the 

Computer Industry ^ 

121 So. Broad Street (Suite L300) 
Philadelphia, Pa. LRLQ7 
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Immediate 

SUBURBAN PHILADELPHIA 

Openings 

Continuous growth has created several new posi- Positions are available at our divisional head- 

tions for programmers of all levels who are interested quarters in Fort Washington, Pennsylvania (a 

in a new long term career of outstanding opportunity. suburb of Philadelphia) and offer all the assets of 

large corporation employment. 

Applicants must have a BS degree in math or some For a confidential interview at your convenience, 

other physical science plus a familiarity with real please send your resume including salary require- 

time programming and a knowledge of command ments to Mr. Donald Kirkland, Dept. 801, Philco- 

and control systems (that is Sage, Buie, Norad, Ford Corporation, TechRep Division, P.O. Box 10, 

DCA, and NMCS). Fort Washington, Pa. 19034. 



TECHREP DIVISION 
An Equal Opportunity Employer 
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There aren’t any jobs with Lockheed Electronics 
at the Manned Spacecraft Center in Houston. 


You can scarcely dismiss man's ex¬ 
ploration of space as a mere job. 

It is a mission that will take gen¬ 
erations. A mission in which Project 
Apollo is just the beginning. And 
some of the finest and most imagi¬ 
native scientists and engineers are 
involved. 

Join them, and work with Lock¬ 
heed alongside NASA. You’ll be able 
to make a direct and significant 
contribution on such varied projects 
as interplanetary trajectory simula¬ 
tions which are used to plan future 
space missions; the design of 1/6 
Gravity Simulators; a comprehen¬ 
sive geological, geophysical and 
geochemical study of the lunar sur¬ 


face; the bit-by-bit programming of 
the Apollo on-board computer. 

There's something special about 
living in Houston, too. You’ll find all 
the educational and cultural facili¬ 
ties that you’d expect of the nation's 
sixth largest city. Yet you can live 
within walking distance of the 
Manned Spacecraft Center—with 
wide-open golf courses and water¬ 
ways at hand. 

Interested? Right now we have 
career openings for scientists, engi¬ 
neers, analysts, and programmers. 
Write to Mr. R. K. Glasgow, Lock¬ 
heed Electronics Company, 1681 El 
Camino Real, Houston, Texas. 


00® 

Lockheed 

Electronics Company 

A Division of Lockheed Aircraft Corporation 
An equal opportunity employer 


JOIN LOCKHEED ELECTRONICS CO., HOUSTON AEROSPACE SYSTEMS DIVISION, HOUSTON 
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COME UP TO 

MELPAR 

A LEADER IN COMPUTER AND DATA 
HANDLING SYSTEMS 


Interviews in Atlantic City During SJCC April 18, 19, 20 


Melpar, now celebrating our 22nd year in Space and De¬ 
fense, brings new life to creative pioneering by con¬ 
tinually expanding in new areas of R&D and further 
developing our broad capabilities. 

Melpar’s Engineering Division has immediate openings 
with unusual growth potential for Computer Specialists 
and Circuit Designers. 

PROGRAMMERS AND ANALYSTS 

(Senior and Intermediate Levels) 

Generate programs for fixed-point, real-time computers 
to be used with special-purpose digital and analog inter¬ 
face and display equipments. Also to perform FORTRAN 
or Machine Language programming of real-time closed- 
loop man-machine systems, pattern-recognition and 
adaptive mechanisms, and time-series analysis systems. 
One or more years experience in analysis of problems, 
block diagramming, flow charting, coding and checking 
for reliability desired. Requirements include experience 
on CDC 160, 160A; DDP24, 116, 224, 516; IBM 360/40; 
PB250,440; SDS 910, 920, 925, 930; and Sigma 2, 7 series 
equipments. 

CIRCUIT DESIGNERS 

Design solid state circuits for application to communi¬ 
cations, signal processing, information handling, radar, 
countermeasures and simulation. 

LOGIC DESIGNERS 

Perform the logic design of special purpose digital equip-' 
ments as well as system interface and display equipments. 
Problems include specifying necessary digital and analog 
interface equipments and the design of digital systems 
fora variety of applications. 


To arrange an interview while attending the Spring Joint 
Computer Conference call: 

The Melpar Suite at (609) 345-3251 
Lafayette Motor Inn 
109 S. North Carolina Avenue 


(around the corner from Convention Headquarters) 

I nterviews can be arranged from 10:00 a.m. to 8:00 p.m. on 
Tuesday, Wednesday and Thursday, April 18,19, and 20. 

Or, for more information, write: 

Manager, Professional Placement 


VA/ABCD 

MELPAR Inc. 

(A Subsidiary of Westinghouse Air Brake Company) 
7749 Arlington Boulevard, Falls Church, Virginia 22046 
(10 miles from Washington, D.C., 1/4 mile off Capital Beltway) 

An Equal Opportunity Employer M/F 



DATA PROCESSING PROFESSIONALS 

We have a select group of clients offering 
unexcelled starting salaries in the $10- 
30,000 range, (all fees and employment 
costs paid by client companies). 

Assignments in such areas as Software De¬ 
velopment, Management Information Sys¬ 
tems, Operations Research, Scientific and 
Commercial Programming Management. 

Interviews arranged during SPRING JOINT 
COMPUTER CONFERENCE with our client 
companies, in complete confidence. 

SEND RESUME WITH COUPON, AND WE 
WILL CALL YOU AT HOME. 


PHONE _ ... ____ 

If you are unable to attend SJCC and you wish to be kept posted 
on future opportunities check here □ 


FOX-MORRIS ASSOCIATES 
"Persowet Cotisuiiante 

1500 Chestnut Street Philadelphia, Penna. 19102 . 
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ATLANTIC CITY 

CONVENTIONEERS 

Approximately 250 of you will change 
jobs during 1967 


W e would like the opportunity to 
demonstrate why the Callahan 
Center is uniquely qualified to help 
you make that change profitable. 

Exclusively EDP 

For example, we specialize exclusive¬ 
ly in EDP placement. 

Weekly review 

Once you are registered with the 
Callahan Center, your application is 
reviewed every week for one year. 
We will not contact you unless we 
locate the specific job requirements 
you designate. 

Dictate your resume 

To save you time, while you’re in At¬ 
lantic City, we are providing a re¬ 


sume dictation service. Come on 
over to Suite 401 at the Colony 
Motel, South Indiana at the Board¬ 
walk, and dictate your resume to one 
of our pretty secretaries. The Colony 
Motel is located next to the Claridge 
Hotel. 

Portable Chess Set 

Then, please accept our memento, a 
portable, magnetic, vest pocket chess 
set. We also have Delaware Valley 
real estate information available. 

How to write resume 

Don’t forget to ask for our booklet 
titled, "How to write a technical 


Callahan Center for Computer 
Personnel 

Sheraton Hotel, Concourse, 
Philadelphia, Pennsylvania 19103 
Phone: area code 205 LO 7-4811 

You’re "on line” with the Callahan Center 
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computer 

careers 

Should you base your career on 
just one interview? Make your 
choice rrom among several career 
positions! 

EUROPEAN and 

NATIONWIDE CHOICE 

N.Y., N.J., NEW ENGLAND, WASHING¬ 
TON, D.C., PHILA., MINNESOTA, 
TEXAS, HUNTSVILLE, FLORIDA, ARI¬ 
ZONA, CALIFORNIA AND OTHERS 


Contact us if you have some experience 
or interest in any of the following: 

□ Scientific Computation — Data 
Reduction or Numerical Analysis— 
Unusual Outerspace/Lunar and Ad¬ 
vanced Programs 

□ Software Development —Lan¬ 
guages, Compilers, Assemblers, 
Monitors or Sub-Routines 

□ Real Time Systems —Message, 

On Line, Process Control 

□ Systems — Planning, Design, 
Analysis of State of the Art Massive 
Data Handling of I.R. Systems 

□ Technical Representatives— 

Programming and Systems support 
to Sales 

□ Digital or Logical Design 

□ Management Sciences 

□ Sales and Marketing 

Unique opportunities exist in the 
$9000-25,000 class for Managers & 
Seniors and Men who can accept 
management responsibility and pro¬ 
fessional growth 


TERMINAI/&OFTWARE 
LANG. DES/t)EV. 

TO 25 K 


All expenses are assumed by our client 
companies. 

Write in confidence, including pres¬ 
ent salary, acceptable locations or 
call (Collect) Mr. Nellissen (Area 
Code 212) PLaza 9-1720 

an 

aLBeRT, neLLissen, inc. 

Leading Consultants to Management 
in the Data Processing Field 

510 MADISON AVENUE, N.Y.. N.Y. 10022 
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people 


| Computron, Inc., Waltham, Mass., 
has elected Claus Schneider president 
and Albert A. Fried, chairman of the 
board of directors. Schneider was 
formerly co-manager of the basf 
Magnetic Tape Div., and Fried was 
marketing manager of ge’s chemical 
and metallurgical div. 

| Dr Murray Tondow has joined 
Planning Research Corp. as senior 
specialist for educational data process¬ 
ing. He will also head the new prc 
office in Palo Alto, Calif. 

| Sanford Kaplan, sr. vp, finance and 
administration, and Dan L. McGurk, 
sr. vp, operations, were elected to the 
board of directors, Scientific Data 
Systems, Santa Monica, Calif. 

| Bill O. Barancik has been chosen 
assistant manager of System Develop¬ 
ment Corp.’s research and technology 
division. Former head Donald L. 
Drukey has joined Computing & Soft¬ 
ware, Inc., Panorama City, Calif. 

y Don Sundeen, ex-head of the busi¬ 
ness software effort at Scientific Data 
Systems, has formed Applications Soft¬ 
ware, Inc., San Pedro, Calif. 

■ Dr. Walter E. Simonson has been 
named vp, multi-access computing re¬ 
search and development for ceir, Inc., 
Washington, D.C. He had previously 
been the company’s director of man¬ 
agement sciences. 

| Vernon E. Leas is now vp, systems 
and applications, Sperry Rand’s 
Univac defense systems div., St. Paul, 
Minn. 

H John P. Puhala has been promoted 
to vp, management information sys¬ 
tems, B-R Data Systems, Inc., Silver 
Spring, Md. 

| Donald A. Alexander has been 
appointed dp manager, electronics di¬ 
vision, General Dynamics Inc., Roches¬ 
ter, N.Y. 

H Daniel H. Thomas has been 
chosen coordinator, dp systems, Smith 
Kline & French Laboratories, Phila¬ 
delphia, Pa. 

| Emil R. Borgers has been elected 
executive vp, Systems Engineering 
Laboratories, Fort Lauderdale, Fla. 


REVISED TO JAN.'67 

EDIT 

COMPUTER 

CAREER 

WAGE 

ANALYSIS 


Based on individual career 
experience, what are current 
earnings levels in the computer 
field? Thousands were able to 
answer this crucial question 
last year by studying the Albert, 
Nellissen 1965 Survey of Suc¬ 
cessful National Staffing As¬ 
signments and Wage Levels. 

Compiled by the computer 
field’s leading management 
consultant, this revealing sta¬ 
tistical analysis of computer 
salary levels has been com¬ 
pletely updated to reflect ca¬ 
reer conditions—right up to 
January 1,1967. Now available 
without obligation, it covers 
such key technology areas as: 

□ Scientific or Repl Time or 
Message Switching 

□ Systems Programming 

□ Commercial Application 
and Data Processing 

□ Circuit, Logic & Hardware 
Design 

□ Sales/Marketing 


circle readerservice^numberoncard in 
back or tear out coupon and send to: 

ALBERT, NELLISEN, INC. 

510 Madison Avenue 
New York, N.Y. 10022 

Please send me your free 1967, 
Computer Career Analysis. 

Name_ 

Address_ 

City._.State_ 
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Are you 
suffering from 
a cerebral cement 
syndrome? 


It’s a common occupational hazard From a lack of rewards and We also have openings in Sales, 

among systems programmers. opportunities commensurate with Field Systems Support, Product 

It comes from working too long their worth. Planning and Engineering, 

on the same endless project. At RCA, we have a cure for the Contact Mr. E. B. Schultz, Dept. 

From a lack of challenge, a lack cerebral cement syndrome. SW-25, RCA Electronic Data 

of inspiration. Write to us if you’ve had ex- Processing, Bldg. 202-1, Cherry 

From being forced into a mold. perience in language processors, Hill, Camden, New Jersey 08101. 

From not having a say in hard- operating systems, utility systems 
ware design. or communications systems. 

Be sure to see us at the SJCC! 



An Equal Opportunity Employer M & F 


The Most Trusted Name 
in Electronics 
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Step ahead 
with NCR 


NCR operates in one of the most 
challenging and constructive of 
all business fields. Our chief 
effort is directed toward helping 
business operate more effectively. 
This is accomplished through pro¬ 
viding better and complete data 
processing systems. 

NCR’s new product releases during 
the past year averaged more than 
one a month, and ranged from a 
major new computer family to a 
new line of cash registers. The de¬ 
velopment of NCR’s “Total Sys¬ 
tems” concept has contributed 
substantially to the company’s 
growth. 

As worldwide sales continue to 
increase, many different skills are 
presently in demand at NCR for 
the installation of total data pro¬ 
cessing systems. Current require-^ 
ments are in Dayton. 


Financial Systems Analyst- 

Knowledgeable in banking tech¬ 
niques and the development of 
financial systems for banks or 
related institutions. A basic un¬ 
derstanding of programming tech¬ 
niques and computer concepts is 
required. 

Marketing Planner — Will write 
comprehensive reports and design 
trend formulas to be used in con¬ 
junction with accounting machine 
and data processing products. This 
involves analysis and adjustment 
of product and sales variables. 

Software Development Program¬ 
mers —Will be significant in the 
creation of real time, on-line major 
projects for commercial institu¬ 
tions. This involves the design of 
complete packaged software sys¬ 
tems. 


Software Engineer —Will carry 
responsibility for assisting in the 
formulation, specification, and 
evaluation of new NCR systems 
and equipment. This will also in¬ 
clude the complete development, 
preparation, and evaluation of 
software. 

If you are interested in a sound 
future with a growing concern, 
and have the necessary formal ed¬ 
ucation and related experience in 
any of the areas mentioned. 

Contact: Mr. T. F. Wade 
Executive & Professional 
Placement 

The National Cash Register 
Company 

Dayton, Ohio 45409 

If you are planning to be in At¬ 
lantic City on April 18-20 be sure 
to look for us at the Spring Joint 
Computer Conference. 

AN EQUAL OPPORTUNITY EMPLOYER 
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SCIENTIFIC PROGRAMMERS 


r 4 


TO MEET THE NEEDS OF 


X /V 7 . X 

RAPID EXPANSION 




vim 


EXPLORATION CO., INC. 


EXPLORES THE CHALLENGING FIELDS OF GEOPHYSICS & GEOLOGY 
UTILIZING LATEST COMPUTING & COMPUTER - GRAPHICS EQUIPMENT 
SALARY LIMITED ONLY TO POTENTIAL OF INDIVIDUAL / 


LOCATED IN CLEAR & SUNNY WEST TEXAS 


SEND RESUME 
OR CALL COLLECT: 

MR. P.L. TERRASSON 4805 ANDREWS HIGHWAY 
(915) 0X4- 1651 MIDLAND, TEXAS 79701 


f Information Systems j 

RESEARCH ASSOCIATE 

Broad Business Exposure 


The data processing specialist anxious to gain extra 
latitude and perspective in his research activities 
will find this newly created opening of more than 
routine interest, for it offers many-faceted exposure 
to the problems of a variety of businesses. 

Experience as data processing systems analyst 
and/or systems engineer essential. Requirements 
include ability to write fluently and present reports 
verbally to top client management. Advanced de¬ 
grees desireable. 

Send resume in confidence to: 

PERSONNEL DIRECTOR 

The Diebotd Group, Inc. 

430 Park Avenue, N.Y.C. 


An Equal Opportunity Employer 


A Subsidiary of Shell Oil Co. 
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♦ AOVAtltCfiD SYSTiMSPfcO&AMMtNG RESEARCH * PLANNING, DEVELOPMENT & SUPPORT OP SOFTWARE 
lily:--: .. .. ♦ USER ifAJSSON, EDUCATION & SERVICES • DOCUMENTATION 

PROGRAMMERS 


We Wondered Whether ... 


• YOU WERE AWARE OF OUR EXPANSION PLANS . . . ground has been broken for a new 
buijding needed to house the dual processor IBM S/360 model 67 (late 1967) and the 
significant expansion in activities planned to more fully meet the computational needs of 
MIT and the other cooperating New England colleges. 

• YOU MIGHT BE INTERESTED . . . that this expansion means a variety of new projects and 
research programs are starting which require a tremendous increase in our staff at all 
levels and provide a real opportunity for professional growth. 

• YOU HAD THESE QUALIFICATIONS . . . minimal requirements—a degree & more than one 
year of experience in the above areas. 

• YOU HAD CONSIDERED . . . that MIT offers a liberal benefit program including educational 
opportunities at the Institute as well as competitive salaries. 

We invite your inquiry. Please forward your resume, including salary information to: 

Mr. Robert Nelson, Personnel Dept. (Bldg. E 19-285) 

MASSACHUSETTS INSTITUTE OF TECHNOLOGY 

77 MASS. AVE„ CAMBRIDGE, MASS. (617) UN 4-6900 (EXT. 4275) 


COMPUTATION CENTER 



An equal opportunity employer 
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Lockheed 

information systems 
hold the answer to a 
challenging career 


At Lockheed, the young and vital field of Information 
has created the industry’s broadest range of outstanding 
opportunities. Scientific computing, satellite tracking, 
real-time data processing, hospital, educational, business, 
and governmental administrative information systems 
offer a unique opportunity for a varied and fulfilling career. 

To accomplish its highly diversified assignments 
Lockheed maintains a centralized data processing facility 
—one of the largest computer centers in the country. 

Scientific computing at Lockheed plays many impor¬ 
tant and varied roles in Flight Mechanics, Trajectories, 
Thermodynamics, Electronics, Propulsion, Structures, 
Flight Technology, Hydrodynamics, Navigation Guid¬ 
ance and Control, and other vital fields. 

In other areas of activity, Lockheed has developed a 


revolutionary process for handling patients’ records to 
free doctors and nurses to perform their primary duties. 
Lockheed also leads the way in state-wide information 
systems such as the one planned for the State of Alaska. 

In addition, the planning and control of all U.S. Air 
Force orbiting missions is conducted at the Satellite Test 
Center, which also maintains one of the world’s largest 
and most powerful real-time computing facilities with 
assignments ranging from simple ballistic missile shots 
to highly complex, classified satellite missions. 

Engineers and scientists are invited to write Profes¬ 
sional Placement Manager, Lockheed Missiles & Space 
Company, P.O. Box 504, Sunnyvale, California. 
Lockheed is an equal LQCK. HEED 

opportunity employer, missiles a space company 


A GROUP DIVISION OP LOCKHEED AIRCRAFT CORPORATION 
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Career 

opportunities 
in the 
COMPUTER 

SCIENCES 
are available 
for graduate 
mathematicians, 
engineers and 
physicists# 


SR. BUSINESS SYSTEMS 
ANALYSTS 

Min. 5 yrs. exp. in INFORMATION & 
CONTROL SYSTEMS, via Manual and/or 
EDP applications. Exp. in Aerospace Sys¬ 
tems Industry. Related degree required. 
Salary commensurate with experience. For¬ 
ward resume to F. W. Brill, Sta. 2186. 

EMERSON ELECTRIC CO. 

8100 Florissant Ave. 

St. Louis, Mo. 63136 

An Equal Opportunity Employer 
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A variety of openings exist on IIT Research 
Institute’s professional staff in such fields as pro¬ 
gramming system development, automatically 
programmed tools (APT), graphical input- 
output research and development on software 
and hardware, scientific computer applications, 
operations research, and statistics. Members 
of the professional staff enjoy excellent salary 
and fringe benefits (including tuition-paid study 
for advanced degrees) and the constant chal¬ 
lenge of exciting work. 

IIT Research Institute is an independent, con¬ 
tract research organization serving industry and 
government. Its activities encompass nearly 
all of the physical and biological sciences and 
their related technologies. 

If you have a strong interest and capability in 
computer science and technology, please commu¬ 
nicate in confidence with Mr. Ronald C. Seipp, 

ffRR Research 
J U U 11 U Institute 

10 West 35th Street, Chicago, III. 60616 

An Equal Opportunity Employer M/F 
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about your career progress? 


• Skyrocketing growth in data processing has left 
many computer men uneasy—unaware of their value 
in today’s picture, unsure of their future. 

• As professional specialists in data processing 
placement, it is our function to analyze your quali¬ 
fications and objectives in light of current career 
availabilities and trends. 

• We represent companies of varying sizes and types 
across the nation ... all seeking qualified data proc¬ 
essing men. We have current openings at all levels: 
programmer to top management. 

• Your inquiry will bring an immediate personal re¬ 
sponse. You will know where you stand, where you 
should stand, and where you can stand in the future. 

• We are personnel specialists in the personal side 
of computers. Please contact us today. There is no 
obligation. Your correspondence will be kept 
confidential. 

WRITE OR PHONE MR. MELVIN JACOBS, PRESIDENT 


CPC 



COMPUTER PERSONNEL 
CONSULTANTS, INC. 

Suite 1202, 624 South Michigan Avenue 
Chicago, Illinois 60605 (312) 922-7880 

-Agency licensed 
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datamart 


Address all replies to box number advertise 
ments as follows: 

Box. 

DATAMATION 

F. D. Thompson Publications, Inc 
35 Mason Street 
Greenwich, Conn. 06830 
Classified Advertising 


USED EQUIPMENT 


We will buy your IBM Data Processing Equip, out¬ 
right. Or sell, rent or lease IBM Data' Processing 
Equipment to you with full IBM maintenance con¬ 
tract. Global Tab. Equip. Corp., a subsidiary of In¬ 
ternational Typewriter Exchange, 1229 W. Washing¬ 
ton Blvd., Chicago, III. 60607, SE 3-1200. 


IBM unit record equipment needed immediately. 
407, 402, 1401, 083, etc. Complete installations 
for lease with systems assistance. Data Equip¬ 
ment Sales, Inc., 1107 Reliance Life Bldg. Tele¬ 
phone 214 RI2-6736, Dallas, Texas, 


When it’s time to buy or sell a 
single keypunch or a complete 
EDP system, it’s time to contact 

COMPUTER 

WORLD TRADE CORPORATION 


CWT is currently selling, at a fraction of the original cost: 
IBM 1401 (several models); IBM accounting machines (402, 
403, 407,419); IBM calculating punches (602, 604). 

CWT is also prepared to buy IBM computers, all models, 
that can be delivered within the next 6 months. 

For full details, prices, appraisals, please call or write— 

COMPUTER WORLD TRADE CORPORATION 

300 E.44St., N.Y. 10017-(212)682-6570 
Also Atlanta • Chicago • Houston • San Francisco 


DflTHMHTION 

Classified Advertising 

The classified section is open for the following 
advertising categories: Used equipment; posi¬ 
tions wanted; help wanted, educational institu¬ 
tions; maintenance services; professional cards; 
hobby products; business opportunities and ed¬ 
ucational courses. Rates are based on total 
number of insertions used within each contract 
year. 

For further information please contact: DATA¬ 
MATION Magazine, Classified Advertising Dept.. 
35 Mason St., Greenwich, Conn. 08630 (203) 
661-5400. 


^ HP CODE 

...m LAST 
WORD 



IN MAIL . 

ADDRESSES! 

YOUR POST*A»TtR 



To Keep Pace witH 
Data Application. Technology, 
Work Where the Pace is Being Set 

I n the Datadromes™ of the McDonnell Automation Center, 
computer technology is being applied to a diverse field of 
business, government and industrial problems on an 
around-the-clock basis. With every problem solved, new 
techniques are proved. With every new application found 
feasible, a new realm of applications becomes apparent. 
On this combination of cross-discipline data service, ad¬ 
vanced computer application development, and nationwide 
facility expansion, the McDonnell Automation Center has 
grown from divisional to company status. 

Our Datadromes are specially prepared McDonnell data 
facilities which now serve more than 700 business, industry 
and government clients throughout the nation and overseas. 
Datadromes are currently operating in St. Louis, Houston, 
Denver, Washington, D.C., and Columbia, Missouri. And 
new ones are firmly planned. 

Opportunities for our creative people are growing at a leadership 
pace. If you are a creative, degree-holding data specialist, you can 
grow with us. 

To join the company where data service applications are a decade 
ahead of the pack,send yourresumeto Mr. P. L.Papin, Professional 
Employment, McDonnell Automation Center, Box 516, St. Louis, 

Missouri 63166. 

Consulting • Systems Design • Programming • Data Processing and Computing 

MCDONNELL AUTOMATION CENTER 

A DIVISIONAL. COMPANY OF MCDONNELL. 

An Equal Opportunity Employer in a Young Expanding Industry 
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The decisions 
our management makes 
will depend on our Management 
Information System. 


Analysts and Programmers 
-all levels: 




our Management Information 




Now ask us 

why our top management 
will be especially interested 
in your career 


. . . which is apt to lead you a lot further 
and faster than you believe possible. Until 
you consider the kind of growth company General 
Dynamics is . . . until you consider that you’ll be joining 
the professionals in our expanding Data Systems De¬ 
partment, an organization destined to grow as fast as 
our Management Information System itself . . . until 
you consider working in an atmosphere of individual 
project responsibility . . . until you consider that the 
system you help us develop will oversee and correlate 
all aspects of all the work of the two major divisions 
constituting our Marine Systems Group. 

Developing this integrated information system with 
modern management science techniques will provide 
assignments in: 

□ Integrating existing Engineering, Production, Pro¬ 
curement, Quality Assurance, and Financial Systems. 

□ Improving means of communicating technical in¬ 
formation both verbal and graphic, utilizing remote 
inquiry devices and real-time responses. 

□ Material Control System which addresses itself to 
the proper and prompt collection and movement of 
materials. 



□ Information systems resulting in anal¬ 
ysis and interpretation of management by 
exception. 

□ Configuration management system to effect cohe¬ 
siveness in method and application of documentation 
identification, etc. 

Our Total Systems Plan will assure optimum utiliza¬ 
tion of equipment (a group of 360s, Model 30s, 40s, and 
50s), manpower and technical facilities. 

But to get back to management’s interest in you. We 
have an active “people development” program that re¬ 
quires each supervisor to develop his own replacement, 
and an unusually broad educational and training pro¬ 
gram for advanced study, both in-plant and at leading 
universities. We have the avenues available—the height 
and speed of attainment is up to you. 

There’s a lot more you should know about these 
growth positions, available with our Electric Boat Divi¬ 
sion in Groton, Conn., and Quincy Division in Quincy, 
Mass. But we’re saving that for your personal interview. 
To arrange it send your resume to Mr. Robert H. Moore, 
General Dynamics, Electric Boat Division, 193D East¬ 
ern Point Road, Groton, Connecticut. 


GENERAL DYNAMICS 

Electric Boat Division 
Quincy Division 

An Equal Opportunity Employer 
U. S. Citizenship is required. 
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look ahead 

(Continued from page 19) 


BACK TO SCHOOL 
FOR PHILCO 


RUMORS AND 
RAW RANDOM DATA 


Demonstrated was a time-sharing mode with only one 
terminal hooked up, but an assortment of Teletypes, 
and CRT consoles can run simultaneously with high 
and low-speed I/O gear in a batch mode. 

Due soon from CDC, which has a $90-million 
backlog of orders for OEM gear alone, is an ASA 
Fortran compiler for the 6000 series. And we hear 
the new drum operating system for the 6400 runs 
four times as fast as the present disc system. 

That Philco 102 computer which the Philadelphia school 
system has ordered for on-line CAI is a 32-bit (plus 
parity) machine which will address any word, character 
or bit in an up to 65K word core. Cycle time is 
1.5 usee,and add time is approximately 4.5 usee. 

The epu can simultaneously handle communications 
between two drum or disc memories and up to three mag 
tape controllers commanding 12 tape units. Part of 
the epu is a processor-independent I/O controller 
which overlaps epu operations except during main 
memory access, which takes about 5.5 usee per 
character. There's a scratchpad memory which includes 
7 index registers, A & Q registers and two program 
control registers. Some 60-65 102's will go to the 
overseas Autodin program as store-and-forward message 
switchers. At Philly, each 102 will at first 
simultaneously control up to 16 CRT/keyboard remotes, 
and communicate with a central processor. Approximate 
price of a 16K 102: $120K. 

Following significantly large Spectra 70 orders from 
Pacific and New York Telephone companies, RCA has 
rung the gong at New England Bell. Being purchased 
are eight 70/35's, eight 70/45's and three 70/55's 
with tapes and RACE units, which will replace some 
16 IBM 360's. Price hasn't been set yet, but we hear 
its rental equivalent would exceed $300K per month. 

... The RAND Corp. is reportedly working on a portable 
version of the RAND Tablet, battery-driven and capable 
of microwave transmission to the computer. ... In 
Miami, Milgo Electronics has a 4800-bps modem that 
uses the 900-2500 Hz portion of a 3KHz bandwidth 
conditioned line. Their 2400-bps modem uses portions 
of unconditioned lines. ... The Bell data set for 
5400 bps transmission speed will be tested by some 
operating companies this year. Plans are to use it 
in the dial-up network. ... New entry in tape 
certification biz is Certa Corp., Los Angeles. They 
have a tape cleaner now being introduced, will follow 
in July with a certifier that uses IC's, covers 
7-, 9-track, and full-width tapes in the $35-40K price 
range. ... Don Wood, formerly manager of applications 
at ASI (now EMR) Computers in Minneapolis, has formed 
Mauchly-Wood Software Corp. in Newport Beach, Calif. 
... An ex-Digitek vp, William R. Neal, has formed 
CALACO, Los Angeles. First product is a portable 
card punch for questionnaire answering,etc., that may 
sell for less than $25. They may enter software 
biz., too. ... EMR's computer div. will speed up its 
6130, with the 900 nsec memory rising to 650 nsec. 
Burroughs & EMR are entering joint proposals on 
several systems. ...Infant Standard Computer Corp. 
has sold its first machine to Fluor Corp., has 
a good chance to crack IBM stronghold North American 
Aviation with its IC 6000-19 and maybe a larger 
machine to follow. 
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programmers • analysts 



LET’S 

GET DOWN TO 
BUSINESS. 


Operating the entire Eastern Test Range is big business, and 
our computerized “business” operation is an important part. 
In our expanding EDP facility at Cape Kennedy, you’ll be solv¬ 
ing a wide range of sophisticated computer problems, in in¬ 
formation retrieval, input and output format design, and in 
important new applications for the biggest and newest com¬ 
puter of them all—our third generation IBM 360/40-30. 

There are openings now for: 

COMPUTER PROGRAMMER ... Requires BSBA or equivalent with ex¬ 
perience in programming IBM 1401,1410 and 360 tape systems for inventory 
control, payroll, cost accounting and other management information re¬ 
trieval systems. 

COMPUTER SYSTEM ANALYST . . . Requires degree in business or 
industrial engineering with 2 or more years’ experience in computer sys¬ 
tems installations with a large industrial organization. Programming experi¬ 
ence desirable. Must be able to research a computer application, design 
input and output formats, and have ability to write run descriptions and 
overall systems processing. 

OPERATIONS RESEARCH ANALYST ... Position involves the develop¬ 
ment of analytical models as part of a computerized system to solve range 
planning and scheduling problems. The successful candidate will have 3-5 
years experience in operational systems analysis including flow chart de¬ 
velopment. Scientific degree required with graduate work preferred. 

For further information write to Manager of Professional Employment, 
Guided Missiles Range Division, Pan American World Airways, Inc., Dept. 
21D, 750 S. Orlando Avenue, Cocoa Beach, Florida. An Equal Opportunity 
Employer (M/F). 




GUIDED MISSILES 
RANGE DIVISION 


PAN AMERICAN WORLD AIRWAYS, INC. 




“It’s good 
business to 
help colleges” 

“Business has a direct and pressing 1 
need for colleges of high calibre. 
Carnation recognizes that its suc¬ 
cess tomorrow depends in large part 
upon the quality of the college grad¬ 
uates it hires today. We also benefit 
from the continuing stream of ideas 
and information which college re¬ 
searchers provide. < 

“Colleges are faced by the con¬ 
tinuing pressure of higher costs 
due in large part to the demands of 
a more complex technology. To 
maintain their standards and to 
fulfill their crucial role, they need 
increased support by business. 

“Carnation now provides volun¬ 
tary financial aid to more than 125 
colleges and feels that this is one 
of its best investments for the 
future.” 

H. E. Olson, President 
Carnation Company 

A major problem in the education of 
students is rising costs. If companies 
wish to insure the availability of col¬ 
lege talent, they must help support 
colleges with financial aid. 


mm - SPECIAL TO CORPORATE OF- 

8M FICERS —A new booklet of par* 

IPB ticular interest if your company 

PH has not yet established an aid- 

|S " ' to-education program. Write for: 
H "How to Aid Education—and 

Hi __ Yourself”, Box 36, Times Square 
IjjHLj Station, New York. N. Y. 10036 


4SSL 


COUNCIL FOR 
S AM I A L 
All) TO 


) FIN A 

6 


COLLEGE IS 
BUSINESS’ BEST FRIEND 


<'Csl* c ^ EDUCATION 


Published as a public servjce in cooperation 
with The Advertising Council and 
the Council for Financial Aid to Education 
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INDUSTRIAL PROCESS CONTROL 

WHAT COMPUTER SYSTEM MANUFACTURER 
HAS THE EDGE IN TOMORROW’S MARKET? 


We have the edge in tomorrow’s industrial control market be¬ 
cause we already lead the field today. For years, Foxboro has 
been the foremost supplier of systems and instrumentation for 
controlling the production of chemicals, food, cement, metals, 
paper, power, textiles, petroleum and other products vital to a 
better way of life. Until recently these systems and instrumen¬ 
tation have been analog in nature, but in the past few years 
digital computer technology has provided an increasing number 
of companies with a better control capability. And who’s in a 
better position to provide this capability than the company with 
the established process control market, a company long con¬ 
versant with the terminologies and technologies of these com¬ 
plex processes. However, to stay on top we must continue to 
develop the best computer capability in the business—which 
means hiring the best digital engineers and programmers avail¬ 
able. 


SYSTEMS ENGINEERS 

BS or MS in engineering. Minimum 3 years’ experi¬ 
ence including project engineering, programming, 
instrumentation, application of digital computer 
equipment, system start-up, and customer negotia¬ 
tion. Ability to define system specification, design, 
checkout, etc. Technical decisions on application re¬ 
quirements, manpower capabilities, time and cost. 
Principal technical responsibility for customer proj¬ 
ects. 

SENIOR SYSTEMS ANALYSTS 

Computer process control. Advanced ME or ChE de¬ 
gree preferred. Must have 5-10 years’ experience in 
chemical, refinery or power plant computer automa¬ 
tion. Simulation and process modeling experience 
desirable. 

DIGITAL PROJECT ENGINEERS 

BSEE with training in computer technology. At least 
two years’ experience in computer applications, with 
knowledge of logic design, programming, and proven 
ability in project engineering. Responsible for equip¬ 
ment specification and design on customer projects. 


SERVICE ENGINEERS 

Minimum 2 years' technical schooling in electronics 
plus general purpose digital computer systems— 
check-out, installation and on site maintenance. Abil¬ 
ity to trouble shoot digital portion of systems main 
frame as well as peripheral equipment. Minimum 3 
months training at our facility prior to field assign¬ 
ment. 

TECHNICAL WRITERS 

Associate degree or 2 years’ college with emphasis 
in electronic design and digital logic. At least 3 years’ 
experience in the digital field. Experience must in¬ 
clude analysis of logic circuits and detail writing of 
manuals, specifications and operating procedures. 
Must have background in computer I/O systems and 
some knowledge of main frame operation. Program¬ 
ming background helpful. 

PROGRAMMERS 

Design and Senior Design positions open. Two or 
more years experience designing and developing 
monitors, executives, compilers, assemblers or other 
“system” packages. Experience involving the design 
and development of information retrieval or library 
control systems will also qualify you for one of sev¬ 
eral challenging and rewarding positions currently 
open. You will be providing “standard” software sys¬ 
tems for application in the process control environ¬ 
ment. 


IF: You are unable to attend SJCC . . . You don’t see your area listed . . . You wish to be 
kept posted on future openings. THEN: with no red tape and under no obligation, forward 
your resume (inquiry) in confidence to: 

Mr J. G. Willett 

Superviser, Technical Recruiting 

THE FOXBORO COMPANY 

4D Neponset Avenue 
Foxboro, Mass., 02035 

tOXBORO 

“Specialists in Process and Energy Control” 

An Equal Opportunity Employer 


SJCC 

To arrange an interview while attending SJCC, 
please call Mr. John G. Willett at 344-8111, 
April 18 through 20, from 9:00 am to 9:00 pm. 
Resume not required. 
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Neither can our programmers and 
analysts who have them. Because 
their idea of a good time means an 
inside discussion of compilers, of 
multi-programming, of real time and 
the world, of time-sharing and such. 
A way out discussion of third 
generation conversion, maybe. 


They’d talk shop, work out ideas, 

24 hours a day, if they could. And 
they sometimes do. That’s why they’re 
the best in the business. That’s why 
they run the company, with and for 
other programmers and analysts. 

And run it with ability, not 
authoritarian decree. It’s this kind of 
environment that turns our people on, 
and clock-watching off all over the 
world. In all of our offices anyway, 
from Honolulu clear through Europe. 
How about you? Are you interested 
in hearing more about breaking out 


of the time clock rut? Just contact 
us... anytime. 

652 North Sepulveda Boulevard, 

El Segundo, California 90245. (213) 
678-0592 — Attention Harry Laur 

Computer 

Sciences 

Corporation 

An Equal Opportunity Employer 


EXCITING IDEAS 
CANT TELL TIME 
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WHAT IS YOUR TRUE WORTH? 

FQrr Data Processing 
■ It L Ci OpportunitiesBulletin 

Every month, in the privacy of your own home, you 
can evaluate the nation’s finest openings in the data 
processing field. Cadillac, the nation’s largest execu¬ 
tive and professional placement service, represents the 
majority of the nations top companies. Their best jobs 
at salaries from $6,000 to $75,000 appear in our 
monthly Data Processing Opportunities Bulletin. 

Our placements show that the average data process¬ 
ing man is worth 10$ to 20$ more than his present 
income. The Bulletin helps you evaluate yourself in 
today’s market. Both the Bulletin and our confidential 
placement service are free. Client companies pay all 
costs. 

For your free Bulletin, without any obligation circle 
Subscriber Service Card No. 358. Please use home 
address only. 

LON D. BARTON f President 

Cadillac Associates, Inc.* 

29 E. Madison Bldg. Chicago, III. 60602 
Financial 6-9400 


• “Where More Executives Find Their Positions Than Any¬ 
where Else in the World.” 
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We know where you can 
find a better job. 

Better because it pays more. 

Better because your professional talent is so badly needed. 
Better because you’d be working in the most dynamic 
EDP community in the country —where the nation’s top com¬ 
panies are looking hungrily for skilled systems analysts and 
programmers. Like you. 

Where is this? New York. 

We know, because Drew is one of New York’s leading EDP 
placement specialists. We know, because we work closely 
with over 125 national companies headquartered here. And 
right now, they have 343 exciting career openings they’ve 
asked us to fill for them. 343 openings for professionals who 
are ready to make the big move. 

For information about these challenging opportunities, fill 
out the coupon and mail it today. Or, better still, call us 
collect. 

Don’t wait. This could be the start of bigger and better 
things. 

! DREW PERSONNEL PLACEMENT CENTER j 

1 160 Broadway, N.Y., N.Y. 10038 Phone:(212)964-8150 I 

I □ Here’s my resume. I’d like to get first crack at the career op- | 

| portunities you have right now. D | 

| □ Send me your free guide to EDP careers in New York. j 

, Name_ I 

I 

| Address_ | 

| City-:- J 

I State_ Zip_ | 

I_ i 

©1967 Drew Employment Agency Inc. All correspondence in confidence, of course. 
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Howto 

program 

theqpiot 
excitement 
of banking 

Like to work with the best? To teach and 
learn from third-generation computers? 
We’re committed to today’s most sophisti¬ 
cated equipment. As a matter of fact, eleven 
new IBM 360’s are on the way to Citibank. 
For your use. 

And, in New York City, we are readying 
one of the country’s largest, most compre¬ 
hensive Data Processing Centers. 

For your use. 

In return, you would be expected to help 
us bring about some of the better features 
on the horizon, such as “the cashless society.” 

You would be at one of the world’s most 
important nerve-centers of finance and com¬ 
munications. You would take part in its 
tempo — and share in its 
rewards. 

If this quiet excitement 
sounds attractive, and you 
are fluent in programming 
or systems analysis, we’ll 
be happy to hear from you. 
Send resume in confidence 
to Mr. Jack W. Ackerman. 


FIRST NATIONAL CITY BANK 

399 Park Avenue, New York, N. Y. 10022 

An Equal Opportunity Employe'r 
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EDP SPECIALISTS... 
“BORN WITH THE INDUSTRY” 

How many personnel consultants can say the same? We’ve 
been in the field since its inception. Our contacts with the in- 
dustry are unmatched. Our computer oriented staff can evalu¬ 
ate your peak professional potential and open important doors 
for you in the dynamically expanding fields of automation. 

What Do Our Clients Look For in a Resume? 

SEND FOR FREE RESUME OUTLINE 

Our clients assume all fees and expenses. Discuss your career 
goals with us, or direct your confidential resume, including 
salary and geographic perimeter, to: 

EDP Search, Department D. 

Professional Opportunities for: 

o Computer Programmers o Digital Circuit Designers 
o Applied Mathematicians o Logic Circuit Designers 
o Systems & Methods Analysts o Electronic Engineers 
o Operations Research o Sales Engineers 

E. 1 Bettinger Company 

Technical Personnel Consultants to the Electronics Industry 

1510 CHESTNUT ST. PHILADELPHIA, PA. 19102 
(215) LOcust 4-0700 
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What Do 
Programmers 

Think? 

As specialists in placing computer programmers, sys¬ 
tems analysts and other computer oriented personnel, 
we are interested in what computer people think—so 
we asked a large group of them questions about 
their salaries, jobs, themselves and the future. We 
have summarized their responses and have made 
them available to you at no cost. 

Write to us for your free copy of the pamphlet and for 
information about positions available through our 
computerized placement service. 


Vermont Research Corporation.117 

Vitro Electronics, 

A Division of Vitro Corporation of America. 78 

Wang Laboratories, Inc.134 



SYSTEMAT 

1107 Spring Street 

Silver Spring, Maryland 20910 

(301) 587-3650 


Xerox Corporation 

April 1967 


146 


CIRCLE 349 ON READER CARD 


175 



















































IF you like working in the world’s fast¬ 
est growing industry, the one that of¬ 
fers the best opportunities and the top 
rewards, the Computer Industry is the 
place to stay. 

IF you want challenging assignments 
and responsibility with a company that 
is enjoying.the strongest growth and 
the most success in the Computer In¬ 
dustry, Control Data is the answer. 

IF you want to join the company that 
has the technical capability to make 
the world’s most powerful computers — 
the largest and fastest by a wide mar¬ 
gin — it’s Control Data again. 


IF you want to work where career op¬ 
portunities, salary progressions, bene¬ 
fits and professional environment are 
among the best in the industry, score 
one more for Control Data. 

IF you want your choice of some of the 
country’s finest living areas — Minne¬ 
sota, California, Pennsylvania, Wash¬ 
ington, D.C. and others — Control Data 
again. 

IF you are interested in good pro¬ 
gramming openings, take a look at what 
we have for Software Systems De¬ 
signers, Programmers, Programmer 
Analysts, and Analysts to develop 


programming systems for applications 
in the Civil Engineering field. 

IF you’d like to find out what’s happen¬ 
ing at Control Data, send us a resume 
and arrange an interview at SJCC. 

Where success creates opportunities 


CONTROL DATA 


C O R P O R ATI O N 


An equal opportunity employer 


SOFTWARE 

DEVELOPMENT 

D. M. Noer 
Development & 

Standard Systems 
4201 Lexington Ave. No. 
St. Paul, Minn. 55112 


C. E. APPLICATIONS 
DEVELOPMENT 

E. R. Thode 
Meiscon 

Suite 901, Brooks Bldg. 

223 W. Jackson 
Chicago, III. 60606 


SOFTWARE 

DEVELOPMENT 

Dan Moran 
Applications Div. 

3260 Hillview Ave. 

Palo Alto, Calif. 94304 


MARKETING 

G. E. Peterson 
EDP System Sales & Service 
8100 34th Ave. South 
Minneapolis, Minn. 55440 


GOVERNMENT 

SYSTEMS 

S. E. Abrahamson 
Government Systems Division 
3101 East 80th Street 
Minneapolis, Minn. 55440 
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theW forum 


The Forum is offered for readers who want to express their opinion on any aspect 
of information processing. Your contributions are invited. 


WHAT A 

PROGRAMMER DOES 

It has been believed that a program¬ 
mer occasionally writes code and gets 
it running on a computer, and that this 
is what he is paid for. In spite of his 
obvious inefficiency, no one else seems 
to do this work more effectively. How¬ 
ever, his activity is still observed prin¬ 
cipally as loafing—a kind of ritual 
(like the British and teatime) which 
must be put up with. 

Another view of what a program¬ 
mer does addresses more construc¬ 
tively all that "wasted" time and 
ritual. To understand this view, we 
must see what it is the programmer is 
trying to build. We all have some 
idea of what a program is, but not 
very often do we see a program from 
its author's point of view. Whatever a 
program is, it exists as an organiza¬ 
tion of many pieces with a high de¬ 
gree of structural integrity, and it is 
stable in its environment. That en¬ 
vironment includes the mechanisms of 
the program itself, as well as the in¬ 
put data. To establish this integrity 
is the usual debugging task. 

However, there is more to the en¬ 
vironment of our program. It must be 
stable with respect to the threat of 
operator misunderstandings, with re¬ 
spect to invalid data, and to changes 
in specifications, up to a point. Ob¬ 
viously, to develop a code structure 
that is stable in the face of all these 
unknowns is a very difficult task. As a 
matter of fact, we programmers all 
cheat. The structure we develop in¬ 


cludes more than the running code, 
more than the symbolic code, or even 
the operator's guide, the maintenance 
guide, or the design guide. For in 
fact, in response to any serious 
breach of the program's integrity, a 
programmer will become involved, as 
part of the integral organization built 
by the original programmer. If one 
now looks closely, he can begin to 
recognize the intent of those steps in 
the ritual of programming. 

program dybbuk 

In this ritual, the programmer must 
clearly anticipate the sources of 
threats to his program. He must imag¬ 
ine techniques to deal with those 
threats, and anticipate the instabili¬ 
ties of those techniques. Of course, 
as the programmer has a mind trained 
in objectivity, he will realize that in 
fact he cannot scare off the dybbuk 
who already is making its home in his 
structure by the time debugging be¬ 
gins. It is at this point that the agony 
of programming begins. The structure 
is now nearly mortal, and its vitality 
may well be stolen by a form of the 
"enemy" which could and ought to 
have been anticipated by its creator. 
The enemy, the dybbuk, of course is 
entropy; it appears in many forms, 
and sometimes in many places simul¬ 
taneously. 

The program must not only have a 
static stability, in withstanding such 
things as invalid data, buf must also 


further respond to dynamic changes 
in environment. Of these two types of 
stability the first can generally be pro¬ 
vided by careful programming, pro¬ 
vided the ultimate operating environ¬ 
ment is reasonably organized. A pro¬ 
gram is rarely killed by a failure of 
static stability. The death usually 
occurs because of a failure in the pro¬ 
gram's mechanisms for maintaining 
stability, in its abilities to respond to 
environmental change. 

One mechanism for maintaining 
stability is the maintenance program¬ 
mer. The longevity of the program is 
therefore dependent on the capability, 
comprehension and intelligence of this 
person. But humans are not omniscient 
in comprehending programs. As a 
matter of fact one of the most difficult 
intellectual endeavors is the analysis 
and comprehension of an existing pro¬ 
gram structure. Thus the resistance of 
a program to unsettling forces is criti¬ 
cally dependent on its structural clari¬ 
ty, as measured by the effort required 
to analyze and comprehend it. 

We see, then, that the structure 
called a program consists of more 
than we first thought, and includes 
stabilizing mechanisms which are far 
broader than the code itself. 

the traumatic periods 

We should consider the traumatic 
periods of the life of a program. The 
terminal trauma of a program occurs 
when it is challenged by entropy be¬ 
yond its capacity to adjust. Obviously 
every program will have, or has had, 
this trauma, after which it is of no 
use. Most programs go through at least 
two additional traumatic periods. The 
first is when the static stability is first 
being developed—that is, during de¬ 
bugging. The second is when the pro¬ 
gram is first placed into a real, instead 
of artificial, environment—during sys¬ 
tem testing. 

In both of these periods a major 
problem is the exercise and further 
development of the stabilizing mech¬ 
anisms which allow the program to 
run under extreme, unsettling en- 
tropic forces. In both of these periods 
the primary instrument of stability is 
the original programmer, who reacts 
toward an indication of disorganiza¬ 
tion (a "bug"). He may well have 
built into the program checks which 
aid him in identifying the disorder and 
its cause. 

The ritual of programming is of 
great consequence because it deals 
with the communication between the 
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the forum 



In a Dialer Card Program 
you need someone with the 
capability to first produce cards 
and then simultaneously emboss and 
punch them—accurately and quickly — 

© We have that capability... 

O We are systems oriented ... 

O We understand what is required... 

CENTRALLY LOCATED—minutes from O’Hare Field 
at the heart of America—Card making facility and 
Service Bureau is ready to give you instant service. 


utycUrUed, cviiC &e cveicame - 
and handled 

Ctoftfeetent fteafilef 


1515 NORTH HARLEM AVENUE 
OAK PARK, ILLINOIS 60302 


DIAL 312 - 383-5214 

emu Emm ' inc. 
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THE AEROSPACE CORPORATION 
NEEDS PROGRAMMERS/ANALYSTS 

We have upgraded our computing facilities to an IBM 360 tape 
and disc system. We need business systems Programmer / Analysts 
at the senior and intermediate levels. These are excellent opportu¬ 
nities for men who have two to six years experience with IBM 
computers in the business applications area. We prefer college 
graduates but will carefully consider all applicants. 

Aerospace offers attractive fringe benefits and residence in South- 
fern California (minutes away from the ocean). We’ll pay moving 
costs and re-location expenses. If interested, please send all perti¬ 
nent information regarding background, experience and salary re¬ 
quirements to: D. A. Herrmann 

THE AEROSPACE CORPORATION 

2350 East El Segundo Boulevard 
El Segundo, California 90245 

All replies held in confidence. 

An equal opportunity employer. 


original program author and the pro¬ 
grammer responsible for maintaining 
the structural integrity of the program. 
When these two are the same man, 
there is still a significant amount of 
communication between them; in a 
large program one cannot remember 
the whole program. The author must 
organize the program into concept 
units, and leave a clear trace of the 
organization, as well as the content, 
of each unit. Thus that part of the 
ritual which attempts to provide the 
basis for comprehending a program 
structure is, in fact, the part of the 
programming activity which most 
directly supports the vitality of the 
program, from debugging on. 

In fact, experience generally shows 
that an intense concentration by the 
programmer in optimizing the com¬ 
prehensibility of a program's structure 
pays off, not only in debugging, but 
also in ease of coding and program 
layout. If a program is structured so 
that it consists of a set of functions 
that can be understood separately, 
then the layout of the program should 
be obvious, or at least explainable. 
Furthermore, the coding effort should 
be uncluttered by considerations be¬ 
yond the algorithms for the "current" 
function. 

the primary role 

Thus, a programmer develops his 
program so that a human can com¬ 
prehend it. Initially this is merely self- 
protective, as he must understand the 
program enough to get into produc¬ 
tion. It would appear that all good 
programmers attempt to do this, 
whether they recognize it or not. Fur¬ 
thermore, no one has seen a program 
which the machine could not com¬ 
prehend but which a human did. Not 
even bad programmers (those whose 
programs die young), write compre¬ 
hensible code; if they did, their pro¬ 
grams would survive and they would 
be better programmers. Both the value 
and quality of a programmer's work 
improve directly with the importance 
he places on communicating his pro¬ 
gram to a human, rather than merely 
to the machine. 

A programmer does not primarily 
write code; rather, he primarily writes 
to another programmer about his 
problem solution. The understanding 
of this fact is a final step in his matu¬ 
ration as a technician. 
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Being first is a habit at MAC. 


Please pardon a little bragging, but it’s 
necessary to make our point. MAC was 
the first independent on the market 
with 1600 bpi tape after its introduction 
—6 months ahead of our nearest 
' competitor. We pioneered the MAC 600, 
and TransiTape—ideas so good every¬ 
body copied them immediately. 

Well and good, but nobody can rest 
on his laurels (literally, they’re too 
prickly for good resting). What's 


important to you is that we continue 
to invest R&D time and money 
in your future. 

Today's tape is perhaps twice as 
good as tape of three years ago (it's 
difficult to quantify the difference, but 
it's there). Next year’s tape will be better 
than today's. How much better is our 
problem and your gain. 

Still, we do find people who don’t 
know how good MAC Tape is today, and 


who are spending as much as 40% too 
much for error-free tape. In fact, 
they’re our best source of new business. 
They become Heroes with tape savings 
when they switch to MAC. Will you join 
the Heroes’ Circle? 

For further information 
(and an order blank) write to 
MAC Panel Company, Box 5027, High 
Point, N. C. 27261. Our motto remains: 
Heroes are made to order. 



: V,■:: ■ ■ ■ ■ 


What can you expect next 
from the people 
^s. who invented 

TransiTape? 
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Core, plane or 
stack problems? 

Take ’em to the experts 
(Us.) 


Core? Construction? Format? Hos¬ 
tile environment? Whatever your 
problem, we’ve probably seen — 
and solved —it before. If not, Fer- 
roxcube experts will always find 
the shortest path to the right an¬ 
swer. For instance — 

Application: Core memory stack 
for real-time display system in 
ship-board fire control computer. 
Problem: Hostile thermal environ¬ 
ment, critically limited space re¬ 
strictions. 

Solution: Single-area, double mat¬ 
ted printed-circuit board construc¬ 
tion; bus-wire bridging to allow 
air-flow cooling of 30-mil wide tem¬ 
perature range cores.. 

Application: Core memory stack 
for navigational guidance comput¬ 
er in commercial avionics system. 
Problem: Mil-reliability at commer¬ 
cial prices; NDRO operation; vol¬ 
ume reproducibility. 

Solution: Single-area, single-mat¬ 
ted plane, plastic laminated termi¬ 
nal frame construction; bootstrap 
patterns with 30-mil cores on ex¬ 
tremely tight centers. 


Application: Low cost core memory 
stack for state-of-the-art commer¬ 
cial-computer main memory. 
Problem: High speed, low noise, 
high output uniformity, repairabil- 
ity, expandability, 650 ns cycle 
time, ease of access and interface. 
Solution: 2V2D organization; 
planar construction to offer lowest 
cost and convenient access; 20- 
mil cores; stack mounted diode 
modules. 

Application: Core memory stack 
for guidance computer in missile- 
borne avionics package. 

Problem: Extremely hostile me¬ 
chanical and thermal environ¬ 
ments, critical space limitations. 
Solution: Continuously-wired, 
folded-stack construction; wide 


temperature range cores wired 
using novel shock and vibration 
damping techniques. 

What’s your problem? Cores? We 
pioneered them. We have 20-, 30- 
and 50-mil cores in both standard 
and wide temperature range types 
covering a broad spectrum of 
switching and drive current param¬ 
eters. Planes and stacks? We use 
a wide variety of printed circuit 
board or laminated frame-strip con¬ 
struction techniques, 2V2D, 3D or 
linear select. Cost? We meet and 
lick this problem every day. It’s 
part of being the experts. 

Want more information? Write for 
Bulletins 6005 & 6006. 


Ferroxcube 




,1 

’i 


FERROXCUBE 
CORPORATION 
OF AMERICA 

Saugerties. New York Boston 

914-246-2811 617-899-3110 


Chicago 

Dallas 

Los Angeles 

Minneapolis 

New York Area 

Phoenix 

Philadelphia 

312-261-7880 

214-255-0441 

213-837-1484 

612-888-4681 

201-267-5888 

602-265-1792 

215-927-6262 
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